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Philadelphia,  Pa.,  May  20th,  1893. 
Hon.  Robert  E.  Pattison,  Executive  Chamber,  Harrisburg,  Pa. 
Dear  Sir  : — The  Commission  appointed  under 

AN  ACT 

To  create  a commission  to  investigate  the  waste  of  coal  mining,  with  a 
view  to  the  utilizing  of  said  waste,  and  making  an  appropriation  for 
the  expense  thereof. 

Section  1.  Be  it  enacted,  &c.,  That  the  Governor  be  and 
he  is  hereby  authorized  to  appoint  three  competent  persons 
to  investigate  the  waste  occasioned  by  the  mining  and 
preparing  of  coal  in  this  Commonwealth,  with  especial 
reference  to  the  reduction  and  utilization  of  said  waste  or 
culm.  Said  commission  shall  serve  without  compensation, 
hut  the  actual  expense  of  the  investigation  shall  be  paid  by 
the  Commonwealth,  and  to  provide  for  the  same  the  sum 
of  $2500,  or  so  much  thereof  as  may  be  necessary,  is  hereby 
appropriated  out  of  any  money  in  the  treasury  not  other- 
wise appropriated. 

Approved  the  seventh  day  of  May,  A.  D.  1889, 

have  the  honor  to  submit  their  report. 

The  Commission  sends  herewith  for  the  use  of  the  Exec- 
utive and  Legislature,  one  thousand  copies  of  the  report 
which  they  have  had  printed,  as  they  found  that  several  of 
the  persons  furnishing  information  would  do  so  only  upon 
the  condition  that  they  could  see  the  proof  before  the  re- 
port was  made  public,  and  much  of  the  other  matter  had  to 
be  revised  by  a number  of  people. 

The  amount  expended  by  the  Commission,  including  the 
lithographing  of  the  maps  and  the  printing  of  the  one 
thousand  copies  of  the  report,  is  about  $1900.00,  or  less  than 
the  amount  of  the  appropriation.  Should  the  Legislature 
desire  a larger  edition  it  can  easily  be  made,  as  the  type 
will  be  kept  standing  and  the  stones  will  be  preserved  until 
after  the  Legislature  adjourns. 

Yours  respectfully, 

ECKLEY  B.  COXE, 

HEBER  S.  THOMPSON, 
WILLIAM  GRIFFITH, 

Commissioners. 


PiEPOirr 


OF 


COAL  WASTE  COMMISSION. 


HE  Act  creating  the  Commission  was  approved  on  May 


7th,  1889,  but  the  Commissioners  were  not  appointed 
until  February  19th,  1890.  As  originally  constituted,  the 
Commission  consisted  of  J.  A.  Price,  of  Scranton,  chair- 
man; Peter  W.  Sheafer,  of  Pottsville,  and  Eckle}^  B.  Coxe, 
of  Drifton. 

On  account  of  the  business  engagements  of  the  different 
members,  the  distances  they  lived  from  each  other,  and  the 
ill  health  of  Mr.  Sheafer,  the  Commission  was  not  able  to 
organize  until  May  21st,  1890,  when  they  met  in  Mauch 
Chunk. 

After  carefully  considering  the  subject,  they  decided  upon 
a line  of  investigation  which,  with  a few  unimportant  ex- 
ceptions, is  practically  that  set  forth  in  the  following  report. 

As  the  members  of  the  Commission  were  all  engaged  in 
active  business,  and  lived  at  some  distance  from  each  other, 
the  work  was  divided  into  three  parts,  each  member  taking 
up  those  brandies  with  which  he  was  most  familiar,  with 
the  understanding  that  they  were  to  meet  from  time  to  time 
for  consultation. 

This  method  of  procedure  worked  well,  and  matters  were 
progressing  very  satisfactorily  when  the  Commission  had 
the  great  misfortune  to  lose  Mr.  P.  W.  Sheafer,  who  died 
on  March  26th,  1891.  He  had  taken  great  interest  in  his 
part  of  the  work,  and,  notwithstanding  his  ill  health,  had 
already  laid  out  his  plans  and  gotten  together  a great  deal 
of  very  interesting  and  valuable  matter  relating  to  the 
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statistics  of  the  coal  trade,  to  the  amount  of  coal  in  the 
culm  and  dirt  banks,  and  to  the  size  of  the  latter,  at  cer- 
tain collieries,  compared  with  the  amount  of  coal  already 
mined  and  shipped.  Unfortunately,  his  sudden  death  left 
the  data  in  such  a condition  that  only  a small  amount  of 
it  could  be  utilized,  although  what  he  had  done  was  placed 
by  his  family  at  the  dis[>osal  of  the  Commission.  Mr. 
Sheafer  had  been  connected  with  the  anthracite  coal  busi- 
ness for  almost  half  a century,  and  was  a leading  authority 
on  all  matters  connected  in  any  way  with  the  statistics  of 
anthracite.  He  had  for  years  been  specially  interested  in 
the  que.stion  of  the  utilization  of  the  dirt  banks,  and  in  all 
improvements  in  mining  tending  to  diminish  the  loss  of  coaL 

On  October  20th,  1891,  Mr.  Heber  S.  Thompson,  of  Potts- 
ville,  was  appointed  to  take  tlie  place  of  Mr.  Sheafer,  and 
the  Commission  reorganized  and  divided  up  the  work  anew. 

On  August  2d,  1892,  the  Commission  again  lost  one  of  its- 
members  by  tlje  death  of  Mr.  J.  A.  Price,  who  w^as  one  of  the 
first  in  the  Commonwealth  to  realize  fully  the  importance  of 
utilizing  the  great  accumulations  of  anthracite  culm  exist- 
ing in  the  coal-fields.  For  many  years  lie  had  been  a per- 
sistent advocate  of  its  value,  and  did  much  to  bring  it  into- 
use  in  many  of  the  industries  of  the  State,  particularly  in 
the  neighborhood  of  the  city  of  Scranton.  He  had  studied 
the  subject  with  a great  deal  of  care,  had  made  many  ex- 
periments, and  waas  familiar  with  all  its  branches.  [D-3, 
No.  3 ; D-4,  No.  26 ; D-4,  No.  30.]  By  his  untimely  death 
the  Commission  again  lost  the  result  of  a great  deal  of 
valuable  wmrk,  as  many  of  tlie  papers  he  left  were  not  in 
shape  to  be  utilized  by  others.  He  was  so  familiar  with 
the  subject  that  he  had  not,  when  his  unlooked-for  death 
occurred,  written  out  the  results  of  the  greater  part  of  the 
work  that  he  was  engaged  in. 

On  September  22d,  1892,  Mr.  William  Griffith,  of  Scran- 
ton, was  appointed  to  fill  the  vacanc^q  and  as  he  had  as- 
sisted Mr.  Price  in  some  of  his  experiments,  and  knew  him 
well,  he  was  able  to  afford  valuable  aid  to  the  Commission 
in  compiling  its  report. 
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After  the  Commission  had  organized  and  carefully  ex- 
amined the  question  submitted  to  it,  the  following  conclu- 
sions were  arrived  at : — 

First. — That  the  most  important  work  to  be  done  was  to 
determine  the  causes  of  waste  in  its  broadest  sense,  and,  after 
stating  them,  to  give  briefly  such  suggestions  as  it  could 
as  to  the  lines  in  which  effort  should  be  made  to  diminish 
or  avoid  it. 

Second. — That  while  it  is  important  that  attention  should 
as  far  as  possible  be  called  to  all  the  methods,  apparatuses, 
furnaces,  &c.  (patent  or  otherwise),  by  which  the  smaller, 
and  until  recently  valueless,  sizes  of  anthracite  can  be  and 
are  gradually  being  utilized;  yet  a minute  description  of 
any  apparatus,  or  a comparison  of  rival  systems,  would  be 
out  of  place  and  beyond  the  powers  of  the  Commission  with 
the  limited  time  and  money  at  its  disposal. 

Third. — That  while  the  body  of  the  report  should  be  as 
untechnical  as  possible,  it  should  give  the  general  results 
briefly  but  comprehensively. 

Fourth. — That  a series  of  appendixes  should  be  prepared 
in  which  information  of  a more  or  less  technical  character, 
but  of  value  to  those  wishing  to  make  a closer  and  more  de- 
tailed study  of  any  part  of  the  subject,  would  be  given. 
They  are  as  follows  : — 

APPENDIX  A. 

Estimate  of  the  territory  probably  covered  originally  by 
the  Pennsylvania  anthracite  coal-field. 

Estimate  of  the  amount  of  coal  in  the  existing  field  be- 
fore mining  began. 

Estimate  of  coal  actually  won  at  certain  collieries. 

Amount  of  coal  worked  up  to  January  1st,  1893. 

Table  of  shipments  up  to  January  1st,  1893. 

The  above  were  prepared  by  Mr.  A.  D W.  Smith,  of  the 
Pennsylvania  Geological  Survey. 

Diagram  showing  shipments  by  regions,  by  Howell  T. 
Fisher. 
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Tabular  estimate  showing  tlie  approximate  quantity  of 
coal,  with  past  and  probable  future  production,  in  the 
several  districts  of  the  Northern  anthracite  coal  basin  of 
Pennsylvania,  by  Mr.  William  Griffith,  a member  of  the 
Commission. 

APPENDIX  B. 

Table  showing  the  experience  on  locomotives' with  small 
anthracite  of  all  railroads  using  the  same,  and  giving  such 
details  as  to  the  locomotives,  the  coal  and  its  use,  as  could 
he  obtained. 

APPENDIX  C. 

A list  as  complete  as  possible  of  all  patents  that  have 
any  aj)plication  to  the  subject,  with  the  exception  of  pat- 
ents on  ordinary  stoves,  which  are  very  numerous,  and  in- 
volve so  many  details  tliat  it  is  almost  impossible  to  decide 
accurately  which  of  them  have  reference  to  the  subject. 

APPENDIX  D. 

A list  of  such  literature  on  the  subjects  discussed,  mostl}^ 
American,  as  the  Commission  thought  would  he  of  value  to 
those  wishing  to  investigate  more  fully  any  question  treated 
here. 

This  literature  is  arranged  as  follows  : — 

References  to  Official  Reports. 

“ “ Transactions  of  Engineering  Societies. 

“ “ Private  Reports. 

“ “ Technical  Journals. 

“ Text-Books  or  Treatises. 

“ “ Circulars  from  Patentees  and  Manufacturers. 

APPENDIX  E. 

A list  of  grates,  stokers,  and  furnaces,  classified  as  fol- 
lows : — 

Inclined  grates  : Reciprocating,  rocking,  and  stationaiy. 

Horizontal  grates  : Reciprocating,  rocking,  and  stationary. 


Mechanical  feeding  arrangements;  Fuel  and  air. 

Traveling  grates. 

Circular  grates : Horizontal,  inclined,  and  underfeeding. 

Rotary  grates  and  grate-bars. 

Domestic  or  stove  grates.  (A  selection  of  those  that 
seemed  of  interest.) 

These  articles  are  numbered  consecutively  in  each  table, 
and  when  a reference  is  made  to  aii}^  of  them  in  the  text, 
the  number  only  Avill  be  used.  Thus  instead  of  referring 
to  an  article  by  giving  the  whole  title,  author’s  name,  name 
of  periodical,  volume,  &c.,  we  simply  give,  for  example,  D-2, 
No.  3. 

WHAT  IS  COAL  WASTE? 

The  Commission  has  taken  these  words  in  their  most 
comprehensive  sense  and  has  discussed  the  subject  with  the 
view  of  determining,  as  nearly  as  possible,  what  portion  of 
the  coal  originally  deposited  has  been,  or  will  be,  lost  to  tbe 
community,  and  the  causes  to  which  this  loss  is  due,  with 
such  suggestions  as  they  were  able  to  make  with  tlie 
view  of  diminishing  the  waste  in  the  future. 

CAUSES  OF  WASTE. 

Geological.— k.  very  small  percentage  of  the  coal  orig- 
inally deposited  now  remains  in  the  coal-fields,  by  far  the 
larger  portion  having  been  carried  away  by  the  erosion  fol- 
lowing the  uplifting  of  the  strata  by  wliich  the  present  an- 
thracite coal  basins  were  formed,  as  is  more  fully  set  forth 
in  the  report  of  Mr.  Smith.  Of  the  coal  that  remains,  quite 
an  appreciable  percentage  is  rendered  practically  useless  by 
the  distortion  to  which  it  has  been  subjected  when  up- 
turned ; for  where  the  di})S  are  steep  or  overturned  a large 
amount  of  coal  has  been  twisted,  crushed,  and  sometimes 
intimately  mixed  with  the  slates  that  occur  either  above, 
below,  or  in  the  vein,  thus  destroying  or  diminishing 
its  value.  The  coal  in  those  portions  of  the  veins  (or 
beds)  wdiich  lie  close  to  the  surface  is  often  more  or  less 
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depreciated  in  quality  by  the  action  of  the  atmosphere,  and 
the  close  proximity  of  rivers,  creeks,  and  buried  valle}^s 
may  practically  destroy  the  value  of  much  coal  of  good 
quality. 

At  the  request  of  the  Commission,  Mr.  A.  D W.  Smith, 
of  the  Geological  Survey,  has  prepared  a very  careful  paper, 
giving,  as  far  as  could  be  obtained,  information  upon  the 
following  points : — 

First. — Probable  percentage  of  the  coal  originally  depos- 
ited in  Eastern  Pennsylvania,  which  was  left  in  the  ground 
when  the  mining  of  anthracite  first  began. 

Second. — Estimate  of  the  amount  of  coal  actually  con- 
tained in  each  of  the  four  basins  when  the  mining  began. 
A number  of  very  valuable  reports,  showing  percentage  of 
coal  obtained  in  working  certain  areas  of  certain  veins  and 
the  amount  of  coal  jn’obably  contained  in  some  of  the  dirt 
banks  [D-2,  No.  14  ; D-3,  No.  4 ; D-3,  No.  5.].  Consider- 
ation and  estimation  of  the  percentage  of  coal  actually  con- 
tained in  the  ground  which  has  been  and  can  be  shipped  to 
market  or  used  at  the  collieries. 

Third. — Statistics  of  the  anthracite  coal  trade  up  to  Janu- 
ary 1st,  1803,  with  a diagram  showing  the  total  anthracite 
shipments  and  tlie  proportional  output  of  the  Schuylkill, 
Lehigh,  and  Wyoming  regions. 

It  is  not  necessai’y  to  refer  to  the  details  more  at  length, 
as  they  will  be  found  to  be  thoroughly  explained  in  the  re- 
port itself. 

The  Commission,  in  submitting  the  report  of  Mr.  Smith, 
would  call  attention  to  the  following  facts  : — 

It  does  not  pretend  to  be  absolutely  correct.  The  data 
for  making  a correct  report  do  not  exist,  and  will  not  prob- 
ably exist  for  many  years.  The  report  is  a very  careful 
compilation  of  the  facts  now  known,  and  is  based  on  an 
immense  amount  of  work  done  partly  by  the  Geological 
Survey  and  partly  by  mining  companies,  individual  opera- 
tors, and  mining  engineers. 

The  estimate  of  the  amount  of  coal  originally  in  the 
ground  is  approximately  correct,  assuming  that  the  veins 
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will  maintain  the  characteristics  which  they  have  near  the 
surface  or  where  they  have  been  worked  or  opened. 

A large  portion  of  the  data  has  been  obtained  from  sec- 
tions of  veins  taken  from  actual  mining  operations  or  from 
explorations,  nearly  6000  in  number,  of  which  2500  were  in 
detail,  and  as  the  natural  tendency  is  to  work  the  better 
veins  or  portions  of  veins  in  preference  to  those  less  valu- 
able, it  is  possible  and  probable  that  the  sections  on  the 
whole  may  represent  a somewhat  better  state  of  affairs  than 
actually  exists  on  the  average.  It  is  impossible  to  de- 
termine how  much  better  the  ground  actuall}"  worked  is 
than  the  average  of  what  is  left,  and  this  fact  may  have  a 
very  important  bearing  in  reducing  the  actual  amount  of 
good  coal  still  unworked. 

When  we  come  to  consider  the  amount  of  coal  that  can 
be  obtained,  tbe  calculations  become  much  more  uncertain, 
for  the  following  reasons : The  percentage  of  coal  to  be  ob- 
tained from  any  vein  increases,  first,  with  the  smallness  of 
the  vein  down  to  a certain  point ; that  is  to  say,  a vein  6 
or  8 feet  thick  will  yield  a much  larger  percentage  of  coal 
than  a vein  20  feet  thick,  and  a vein  of  20  feet  a much 
larger  than  a vein  of  40  feet,  other  things  being  equal. 
The  nearer  the  vein  is  to  being  horizontal  the  greater  will 
be  the  yield  of  coal ; that  is  to  say,  a vein  on  a pitch  of  5 
degrees  will  yield  more  than  a vein  on  a pitch  of  30  de- 
grees, and  a vein  on  a pitch  of  30  degrees  more  than  a vein 
on  a pitch  of  50  degrees  ; first,  because  the  amount  of  ])il- 
lars  required  to  sustain  the  horizontal  roof,  including  gang- 
way pillars,  chain  pillars,  &c.,  is  less  in  a horizontal  vein  ; 
secondly,  the  pillars  can  be  maintained  of  a more  regular 
size,  and  cars  can  be  run  in  and  taken  out  of  the  breast  so 
that  the  gangways  can  be  further  from  each  other,  involv- 
ing less  chain  pillar  [D-1,  No.  9],  and  the  pillars  in  the 
gangway  need  not  be  so  large;  thirdl}^  pillars  need  only  be 
maintained  at  long  distance  to  retain  the  water;  and, 
fourthly,  when  the  cars  are  loaded  in  flat  breasts  the  coal 
can  be  taken  out  cleaner  and  not  so  much  left  in  the 
gob,  and  the  mining  and  blasting  can  be  carried  out  more 
.systematically. 
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The  amount  of  coal  increases  with  the  solidity  of  the 
roof.  Where  the  roof  is  not  good  the  ])illars  must  be  made 
larger,  and  a large  quantity  of  coal  is  left  in  consequence 
of  the  roof  falling  and  burying  coal  under  it  or  cutting  off 
available  coal  behind  it. 

The  percentage  of  coal  gotten  from  the  vein  depends  also 
upon  its  purity.  If  the  coal  is  in  a single  bed,  say  6 feet 
thick,  it  will  yield  more  than  a vein  of  8 or  9 feet  thick 
containing  the  same  amount  of  coal,  but  having  slate 
through  it.  If  the  slate  is  distributed  in  the  vein  in  large 
beds,  which  part  from  the  coal,  it  will  yield  more  coal  than 
if  the  slate  is  distributed  in  many  layers  or  attached  to  the 
coal  or  burned  in,  as  the  miners  say.  Should  the  2 or  3 
feet  of  refuse  be  distributed  uniformly  throughout  the  vein 
in  the  form  of  small,  thin  layers  attached  strongly  to  the 
coal  the  whole  vein  may  be  unworkable,  as  the  cost  of  pre- 
paring it  in  the  breaker  may  render  it  valueless  commer- 
cially. This  is  an  important  factor  in  determining  the 
quantity  and  value  of  the  smaller  sizes  obtainable  from  a 
vein. 

The  amount  of  coal  we  may  get  from  a given  vein  de- 
pends also  upon  its  relation  to  the  veins  above  or  below  it. 
If  the  vein  stands  alone  with  no  other  vein  near  it,  it  may, 
if  the  conditions  are  favorable,  be  worked  very  clean,  while 
if  there  should  be  a number  of  other  veins  below  it  which 
have  been  worked,  and  the  intervening  strata  is  not  of  a 
very  strong  character,  the  vein,  particularly  if  it  is  a small 
one,  may  be  made  unworkable  by  the  caving  in  of  the 
lower  veins,  or  if  worked  at  all  may  yield  but  a small  per- 
centage of  the  coal  contained  in  it. 

When  working  deep  basins  wdiere  the  pitches  are  steep 
and  where  there  are  a number  of  veins,  a large  amount  of 
coal  may  be  lost  in  this  way.  It  is  possible  also  that  in 
some  of  the  basins  the  infiltration  of  water,  due  to  over- 
lying  workings  where  considerable  breaking  up  of  the 
strata  has  occurred,  may  be  so  great  that  it  would  take  all 
the  coal  that  you  could  get  from  the  vein  to  pump  out  the 
water.  The  existence  of  large  creeks  and  rivers  such  as 
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the  Susquehanna,  which  covers  a large  portion  of  the 
Wilkes-Barre  region,  may  also  diminish  the  quantity  of 
coal  that  can  be  taken  from  the  veins. 

The  great  buried  valley  referred  to  by  Mr.  Smith  presents 
some  very  serious  problems.  It  is  also  possible  that  in  some 
of  the  deej:)  basins  there  may  be  at  the  bottom  more  or  less 
twisting  of  the  strata,  &e.  In  fact,  the  miner  may  at  any 
time  find  a vein  in  fault  and  unworkable  when  he  enters 
new  ground. 

In  regard  to  the  specific  gravit}^  of  the  coal,  we  are  of 
the  opinion  that,  while  individual  specimens  selected  for 
the  purpose  of  determining  the  specific  gravity  may  have 
given  the  figures  used  in  Mr.  Smith’s  report  and  taken  from 
the  reports  of  Mr.  McCreath,  of  the  Geological  Survey,  yet 
a number  of  experiments  made  lately  by  Mr.  E.  B.  Coxe 
in  his  laboratory  leads  him  to  the  conclusion  that  the  aver- 
age specific  gravity  of  the  pure  coal  in  all  the  regions  is 
probably  less  than  those  used  in  the  tables.  This  is  im- 
portant, as  a variation  of  1 per  cent,  in  the  specific  gravity 
would  reduce  the  total  number  of  tons  of  coal  in  the 
ground  195,000,000. 

IMr.  Goxe’s  determinations  were  made  by  obtaining  sam- 
ples from  a large  number  of  tons  of  prepared  coal  as  it 
came  from  the  breaker,  selecting  them  by  the  method 
usually  adopted  for  sampling  ores,  that  is,  by  Cjuartering 
down. 

For  the  above  reasons  the  Commission  is  of  the  opinion, 
in  which  Mr.  Smith  concurs,  that  the  amount  of  coal  that 
will  be  obtained  finally  may  fall  short,  and  in  some  locali- 
ties far  short,  of  the  estimates  given  in  this  report. 

The  Commission  also  reprint,  with  the  consent  of  the 
author,  from  the  May,  1892,  number  of  the  Colliery  Engineer, 
of  Scranton,  Pa.,  at  the  end  of  Mr.  Smith’s  report,  a tabular 
estimate  showing  the  approximate  quantity,  past  and  future 
production  of  coal  in  the  several  districts  of  the  Northern 
anthracite  coal  basin  of  Pennsylvania.  This  was  prepared 
on  April  20th,  1892,  by  Mr.  William  Griffith,  now  one  of  the 
Commission,  but  before  he  was  appointed.  This  estimate 
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was  prepared  from  other  data  and  upon  a plan  different 
from  that  adopted  by  Mr.  Smith,  neitlier  gentleman  being 
influenced  by  the  other’s  figures  in  reaching  his  result. 

Mr.  Smith’s  figures  are 5,697,380,784  tons. 

Mr.  Griffitli’s  figures  are 5,057,808,560  tons. 

639,572,224  tons. 

A difference  of  about  12  per  cent. 

At  the  foot  of  Mr.  Griffith’s  table  will  be  found  a clear 
statement  of  the  method  adopted  b\^  him  in  preparing  it. 

In  reaching  these  results  Mr.  Griffith,  in  estimating,  used 
1.5  as  the  specific  gravity,  while  Mr.  Smith  used  1.55.  Mr. 
Griffith  estimated  the  percentage  of  waste  to  be  23^^,  while 
> Mr.  Smith  estimated  it  at  ISj^iy.  These  two  differences  ac- 

count for  a part  of  the  variation  in  the  estimates. 

Ifia-sfe  by  the  Mining  of  the  Available  Coal  left  in  the 
Ground. — This  may  be  considered  under  two  heads: — 

First. — That  which  is  absolutely  nece.ssary  and  cannot  be 
avoided. 

Second. — That  which  may  be  diminished  or  done  away 
with  by  better  methods  of  mining. 

Unavoidable  Waste  by  ^lining. — It  is  evident  that,  except 
in  very  special  cases,  it  is  not  possible  to  remove  all  the  coal. 
A certain  amount  must  be  left  in  order  to  maintain  the 
slopes,  shafts,  gangways,  air-ways,  Ac.,  and  in  some  cases  to 
support  the  surface,  as,  for  instance,  under  railroads,  streets, 
houses,  streams  of  water,  Ac.  A thorough  study  of  each 
area  to  be  worked  will  enable  the  mining  engineer  to  reduce 
this,  but  it  will  never  be  po.ssible  to  take  out  all  the  coal, 
except  by  stripping.  In  thin  veins,  where  the  long-wall 
system  [D-4,  Nos.  33,  31,  35]  of  working  is  used,  a ver}' 
large  ])ercentage  of  the  coal  can  be  taken  out,  and  where 
the  method  of  gobbing  up  is  used,  as  is  very  commonly 
the  case  in  France  (methode  par  remblais),  a very  large 
[percentage  of  the  coal  can  be  obtained.  The  [possibility  of 
adopting  the  latter  method,  however,  depends  very  largely 


on  the  rate  of  wages  paid  in  the  district  and  the  price  of 
coal.  The  nature  of  the  roof  or  of  the  floor  of  the  vein 
may  often  be  an  insuperable  obstacle  to  getting  out  all  the 
coal.  The  proximity  of  the  veins  to  each  other  is  also 
a difficulty.  In  strata  where  there  is  a good  deal  of  water 
it  may  be  necessary  to  sacrifice  coal  in  order  to  prevent 
the  water  from  reaching  the  lower  levels,  and  thereby 
causing  too  great  an  expense  for  pumping,  including, 
as  it  may  do,  a great  consumption  of  coal,  so  that  it  may 
be  better  mining  to  leave  larger  pillars.  Where  the  pitch 
of  the  veins  is  great,  it  is  often  necessary  near  the  bottom 
of  the  basins  to  leave  considerable  coal  to  prevent  the  whole 
superincumbent  strata  from  crushing  in  the  mine.  In 
other  words,  to  keep  the  mine  safe  and  in  such  a condition 
that  maximum  quantity  of  coal  can  be  worked  economi- 
cally out  of  the  openings,  a certain  part  of  the  coal  must 
always  be  sacrificed.  Where  the  mine  generates  large 
quantities  of  fire-damp,  it  may  be  necessary  for  safety  to 
leave  large  pillars  between  the  air  courses,  and  it  may  not 
be  possible  to  rob  as  closely  as  it  would  be  were  the  mines 
free  from  gas. 

It  is  one  of  the  best  evidences  of  engineering  skill  when 
the  coal  that  must  be  sacrificed  is  determined  and  deliber- 
ately set  apart  for  that  purpose  at  the  time  the  colliery  is 
opened  out,  or  very  soon  thereafter. 

Avoidable  Waste  by  Mining. — When  any  given  territory 
is  to  be  worked  a much  larger  percentage  of  coal  can  be 
gotten  out  if  the  conditions  in  which  the  coal  occurs  are 
carefully  studied,  and  a general  system  of  working  decided 
upon  and  thoroughly  carried  out  from  the  beginning.  One 
of  the  most  important  points  is  to  leave  large  pillars  more 
than  sufficient  to  sustain  the  workings  and  to  take  no  more 
coal  than  is  commercially  necessary  until  the  boundary  of 
the  colliery  is  reached,  and  then  to  rob  back  carefully  in 
sections,  so  that  whatever  caving-in  occurs  is  back  of  the 
main  body  of  the  coal  still  to  be  worked.  The  gangways 
and  other  openings  should  be  driven  through  the  faults 
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wherever  it  is  necessary  to  properly  open  up  the  work- 
ings, and  the  coal  should  be  mined  regularly  instead  of 
taking  only  the  better  coal  first,  and  leaving  the  inferior 
for  future  operations.  One  of  the  great  causes  of  loss  of 
coal  is  the  tendency  to  leave  too  small  pillars  which  are  not 
sufficient  to  sustain  the  pressure  or  crushing,  thus  closing 
off  much  coal  that  could  otherwise  be  gotten  out.  In  order 
to  avoid  leaving  in  the  ground  much  coal  that  is  fit  for 
market,  the  breakers  should  be  prepared  to  take  anything 
the  mine  may  send  to  them,  and  the  miners  should  not  be 
required  to  leave  coal  inside  because  it  contains  more  slate 
than  the  breaker  is  able  to  handle  without  cutting  down  its 
capacity.  In  many  cases  where  veins  contain  bands  of 
slate  they  are  either  not  worked  or  only  those  portions  of 
the  veins  which  are  pure  are  taken  out ; that  is  to  say,  in 
many  cases  a vein  containing  10  feet  of  coal,  interstratified 
with  slate,  will  not  yield  more  than  a vein  of  clean  coal  4 
or  5 feet  thick. 

Waste  Dm  to  Preparation. — As  is  well  known,  anthracite 
coal  is  not  sold  in  the  same  way  as  bituminous.  The  latter 
is  generally  sold  “ run  of  mine that  is  to  say,  the  large, 
small,  and  dust  are  usually  shipped  together  just  as  the 
coal  comes  from  the  mine,  and,  at  the  most,  only  2 or  3 
sizes  are  made.  This  cannot  be  done  with  anthracite,  as  in 
order  to  have  a good  economical  combustion  the  pieces 
used  in  a fire  should  be  as  far  as  possible  of  about  the  same 
size.  The  sizes  are  known  in  the  market,  beginning  with 
largest,  as  lump,  steamboat,  broken,  egg,  stove,  chestnut, 
pea,  buckwheat.  No.  2 buckwheat  or  rice,  and  No.  3 buck- 
wheat. Screenings  made  at  shipping  points  are  sold  as  “ pea 
and  dust,”  and  there  has  already  developed  a large  trade 
in  what  is  known  as  culm,  which  is  made  at  the  mines, 
and  includes  some  of  tlie  finer  coals  mixed  with  the  dust. 

As  a general  thing,  much  more  lump,  steamboat,  broken, 
and  egg  are  produced  naturally  than  can  be  sold,  and  less 
stove  and  chestnut.  Tliis  involves  the  breaking  up  by 
mechanical  means  of  the  surplus  of  the  larger  sizes.  Pea, 
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buckwheat,  and  the  finer  sizes  must  be  sold  as  they  are 
made,  and  it  is  impossible  to  diminish  the  cpiantity  below 
a certain  amount,  dependent  upon  the  quantity  of  coal 
broken  and  the  method  used  for  breaking  it.  These 
smaller  sizes  must  therefore  be  sold  at  what  they  will  bring, 
stocked,  or  thrown  upon  the  dirt  banks. 

It  is  possible  to  make  a certain  quantity  of  any  size  of 
coal  that  is  desired,  but  consumers  who  wish,  for  their 
own  convenience,  to  use  special  sizes  of  which  the  produc- 
tion is  limited,  must  pay  not  only  the  actual  cost  of  mak- 
ing  them,  but  also  the  loss  of  coal  caused  by  the  breakage. 
This  breaking  down  of  the  coal  is  one  of  the  great  causes  of 
waste.  AVhen  pieces  of  coal  coming  from  the  mine  are  of  such 
peculiar  shapes  that  they  cannot  be  burned  with  economy  or 
convenience  they  must  be  broken  into  smaller  sizes.  In 
many  mines  large  quantities  of  flator  abnormally  long  pieces 
occur  which  consumers  will  not  take.  A still  larger  por- 
tion of  the  coal  must  be  broken,  because  it  has  attached  to 
it  pieces  of  slate  or  bone  which  renders  it  unfit  for  market. 
By  breaking  it  down  the  objectionable  parts  can  be  re- 
moved in  the  preparation  and  a large  amount  of  good  mar- 
ketable coal  obtained. 

Breaking  up,  of  course,  causes  much  loss,  as  the  percent- 
age of  the  smaller  sizes,  which  are  of  much  less  value,  and 
the  percentage  of  dust,  which  is  of  no  value  at  present,  are 
greatly  increased.  Great  attention  should  be  given  to  the 
breaking  of  the  coal.  It  seems  to  he  pretty  well  demon- 
strated that  less  waste  is  caused  when  the  coal  is  broken  down 
by  degrees,  that  is,  when  lump  is  broken  to  steamboat,  steam- 
boat to  broken,  broken  to  egg,  &c.,  than  when  an  effort  is 
made  to  break  down  lump  or  steamboat  directly  into  stove 
and  chestnut.  Careful  study  should  in  all  cases  be  made  of 
the  way  in  which  the  partifuilar  coal  breaks,  and  we  should 
try  to  adapt  the  machinery  to  the  nature  of  tlie  coal.  The 
ordinary  method  of  breaking  is  by  what  is  known  as  rolls. 
Great  improvements  have  of  late  years  been  made  in  their 
construction.  Bhey  were  formerly  merely  cast-iron  cylin- 
ders, with  more  or  less  rude  cast-iron  teeth  upon  them,  but 
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now  they  are  constructed  with  much  greater  care.  They 
are  made  of  cast-iron  cylinders  carefully  turned,  with  cast- 
steel  teeth  inserted  in  them  very  accurately,  and  great  at- 
tention is  jDaid  to  the  form,  construction,  tempering,  sharp- 
ening, and  insertion  of  the  teeth.  They  are  so  arranged 
that  whenever  a tooth  becomes  dull  or  breaks  it  can  be  taken 
out.  Some  use  fluted  cast-iron  c}dinders  [D-2,  No.  27] ; 
that  is  to  say,  cylinders  in  which  the  teeth  are  continuous 
from  one  end  to  the  other,  the  coal  being  broken  very  much 
as  a man  breaks  a piece  of  chalk  or  a slate  jiencil  with  his 
two  hands. 

At  Bernice,  where  the  coal  is  very  brittle,  it  is  broken  by 
means  of  chisels  inserted  in  a head,  which  has  an  up  and 
down  motion  very  much  like  the  hammer  part  of  the  steam- 
hammer,  the  coal  passing  under  it.  [D-1,  No.  3.]  A mod- 
ification of  the  Blake  rock  breaker  has  been  used,  and  also 
a breaker  constructed  very  much  like  a coffee-mill;  that  is, 
there  is  a funnel-shaped  cavity  with  teeth  on  it  in  which  a 
cone  covered  with  teeth  moves.  The  shaft  of  tliis  cone  at 
the  lower  end  is  in  a step,  or  ball  and  socket  joint,  while 
the  upper  end  describes  a circle,  so  that  the  axis  of  the 
shaft  of  the  cone  describes  a conical  surface. 

At  every  colliery  careful  experiments  should  be  made  to 
determine  whether  the  coal  breaks  with  little  or  much 
waste.  For  example,  the  waste  in  breaking  a ton  of  broken 
coal  from  one  colliery  may  be  two  or  three  times  as  much  as 
in  breaking  a ton  from  another  colliery.  Where  this  waste 
is  much  above  the  average,  greater  efforts  should  be  made 
to  sell  the  large  sizes  even  at  a lower  price ; or  where  several 
collieries  belong  to  one  company  the  orders  for  large  coal 
should  be  given  to  the  colliery  making  most  waste  in 
breaking. 

Another  great  cause  of  waste  is  the  screening.  If  the 
screens  are  overcrowded  the  })ieces  of  coal  abraid  each  other 
in  passing  through  the  screen.  This  may  be  diminished  by 
making  the  screens  shorter,  taking  the  larger  sizes  out  at 
the  end,  and  dropping  the  smaller  soon  after  the  coal  enters 
the  screen.  By  putting  two  sizes  of  jackets  upon  the  screen 
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so  as  to  make  two  sizes  in  each  screen,  and  placing  several 
screens  under  one  another,  each  taking  coal  from  the  pre- 
ceding one,  waste  of  this  kind  ma}’’  be  diminished.  In 
a number  of  collieries  gyrating  screens  [D-2,  No.  27] 
are  used,  in  which  the  coal  does  not  remain  for  any  length 
of  time  upon  the  screen,  and  it  is  almost  impossible  for  one 
lump  to  ride  upon  another. 

In  the  construction  of  breakers  the  waste  can  be  very  ap- 
preciably diminished  by  arranging  the  chutes  in  such  a 
way  that  the  coal  does  not  rush  down  them,  and  that  there 
are  no  drops  in  the  chutes  or  into  the  pockets.  This  also 
applies  to  the  running  of  the  coal  into  the  screens.  The 
coal  should  be  allowed  to  enter  the  screens  as  gently  as 
possible. 

A certain  amount  of  waste  is  made  in  loading  cars  which 
is  very  difficult  to  avoid,  as  the  cars  are  at  present  of  so 
many  different  sizes.  If  you  have  arranged  to  load  a high 
car  economically,  there  is  waste  in  loading  a low  one,  and 
if  you  arrange  to  load  a low  car  economically  you  cannot 
load  the  high  cars  at  all. 

What  has  been  said  about  the  loading  of  the  cars  applies 
with  great  force  to  the  unloading  of  the  coal  at  the  ship- 
ping points  and  loading  it  into  vessels  there.  There  is  un- 
doubtedly a great  waste  in  this  way.  Attention  is  being 
called  to  this  point,  and  better  methods  of  loading  and  un- 
loading are  being  adopted,  although  there  is  a wide  field 
for  invention  and  improvement  here. 

The  demand  for  certain  sizes  of  coal  varies  with  the  sea- 
son, and  there  are  times  when  more  coal  is  produced  than 
can  be  marketed,  at  other  times  more  coal  is  burned  than 
is  mined  ; this  is  especially  the  case  in  the  AVest,  to  which 
it  is  shipped  largely  by  water,  and  where  the  coal  is  needed 
principally  in  the  winter.  In  consequence  of  this  con- 
dition of  affairs  large  amounts  of  coal  must  be  stocked  in 
the  dull  season  and  picked  up  afterwards.  Enormous 
storage  plants  have  been  erected  all  over  the  country,  and 
much  w^aste  is  occasioned  by  the  handling  of  the  coal 
in  them,  particularly  with  the  older  and  more  primitive 
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plants.  The  loss  on  large  sizes  shipped  by  the  lakes  to 
Chicago,  Milwaukee,  Duluth,  &c.,  and  reshipped  in  cars 
there,  amounts  to  from  5 to  11  per  cent. ; that  is,  there  is 
that  much  pea,  buckwheat,  and  dust  made  in  handling 
the  coal  after  it  leaves  the  mines.  Stocking  coal  should 
therefore  be  avoided  as  much  as  possible,  and  every  me- 
chanical device  to  reduce  the  breakage  should  be  em- 
ployed 

A large  portion  of  the  coal  coming  from  the  mine  is 
either  what  we  may  call  slate-coal  or  bony  coal.  By  slate- 
coal  is  meant  coal  which  has  pieces  of  slate  of  greater  or 
less  size  attached  to  it,  which  can  be  separated  by  breaking 
the  coal  into  smaller  pieces  and  subjecting  it  to  preparation. 
Bony  coal  is  coal  in  which  the  impurities  are  so  intermingled 
with  the  coal  that  it  is  impossible  to  break  the  coal  in 
such  small  pieces  as  to  separate  the  impurities.  Sometimes 
bony  coal  is  merely  coal  with  such  a high  percentage  of 
ash  as  to  interfere  seriously  with  its  burning.  Until  a 
comparatively  recent  date  slate-coal  and  bony  coal  were 
practically  wasted.  They  were  either  left  in  the  mines  by 
not  working  the  veins  containing  any  large  quantity  of 
them,  or  by  not  loading  anything  that  was  of  this  charac- 
ter. Of  course  this  involved  leaving  behind  much  good 
coal,  as  it  was  very  difficult  for  the  miner  with  his 
poor  light  to  separate  them  from  the  good  coal.  If 
brought  out  they  were  generally  thrown  on  the  dirt  bank, 
except  such  portions  as  were  sent  to  the  consumer  against 
his  will. 

To  such  a great  extent  was  this  carried  on  that  many  of 
the  old  coal  banks  are  being  worked  with  profit  yielding 
as  high  as  75  per  cent,  of  good  coal.  Already  some  of  the 
collieries  are  putting  a portion  of  their  old  dirt  banks 
through  the  breakers  with  the  fresh  mined  coal,  where 
they  have  better  facilities  for  cleaning  it. 

The  above  remarks  apply,  but  with  not  so  great  force,  to 
what  is  known  as  slippy  [or  crushed]  coal. 

In  many  collieries  the  coal  thus  lost  was  a veiy  large 
percentage  of  what  was  actually  won.  We  are  not  now 
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discussing  coal  that  was  thrown  away  because  it  was  too 
small.  We  are  only  referring  to  coal  wasted  because  it  was 
not  marketable  in  the  shape  it  came  from  the  mines,  and 
the  breaker  was  not  in  condition  to  prepare  it  econom- 
ically. It  was  considered  that  the  coal  that  might  be  ob- 
tained would  cost  more  than  it  would  bring  if  an  effort 
was  made  to  save  it. 

The  great  difficulty  was  the  want  of  proper  facilities  for 
preparation.  The  breakers  as  then  constructed  could  not 
clean  the  coal  properly.  Much  of  the  machinery  now 
used  in  preparing  anthracite,  although  to  a certain  extent 
known  abroad,  was  not  in  use  here.  Reference  has  already 
been  made  to  the  improvements  in  rolls.  The  range  of  coal 
which  it  was  possible  to  prepare  has  been  much  increased, 
and  the  cost  of  preparation  diminished,  by  the  adoption  of 
apparatuses  for  separating  the  coal  from  slate  by  mechanical 
means.  Among  the  most  important  of  these  are  what  are 
known  as  jigs  [D-2,  No.  27],  of  which  there  are  several 
types  used  for  the  larger  coals,  and  the  Feldspar  jigs,  which 
are  used  for  the  smaller  coals ; the  automatic  slate  pickers 
[D-2,  No.  27],  which  enable  the  operator  to  remove  a larger 
quantity  of  slate  from  the  coal  at  a comparatively  small 
cost  when  it  is  done  on  a large  scale.  The  great  advantage 
of  these  types  of  apparatus  is,  that  the  cost  of  preparation 
does  not  depend  to  so  large  an  extent  upon  the  amount  of 
slate  in  the  coal  as  it  does  where  it  is  picked  out  by  hand. 
In  other  words,  coal  containing  more  slate  can  be  brought 
to  a marketable  condition  with  less  expense. 

When  we  come  to  the  smaller  sizes,  bony  coal  is  not  so 
detrimental  as  it  is  in  the  large  sizes.  The  bony  coal,  when 
ignited  in  large  pieces,  becomes  coated  with  ashes  and  does 
not  burn  on  the  inside,  leaving  large  masses  of  partially 
consumed  material  which  goes  out  and  eventually  deadens 
the  fire. 

There  have  also  been  great  improvements  in  the  construc- 
tion of  the  screens  which  are  now  made  of  much  larger 
capacity,  allowing  a much  better  classification  of  coal. 
A great  improvement  in  the  screening  of  small  sizes  is 


the  substitution  of  punched  steel,  copper,  or  bronze  plates 
for  wire  screens  and  cast-iron  screens.  The  openings  are 
generally  made  circular  and  maintain  their  original  di- 
mensions better.  The  coal  produced  is  of  a more  uniform 
size,  and  the  jackets  do  not  wear  out  as  soon. 

This  saving  of  the  impure  coal  is  a matter  of  great  im- 
portance. It  tends  to  diminish  the  cost  of  production,  be- 
cause by  utilizing  the  impure  coal  you  increase  the  product 
of  a mine  without  increasing  either  the  cost  of  the  plant, 
the  driving  of  gangways,  pumping,  opening  breasts,  and 
the  ma,]’or  part  of  the  general  expenses,  and  in  addition  the 
labor  of  the  miner  necessary  to  produce  a ton  of  coal  is  de- 
creased, as  he  does  not  have  to  spend  his  time  separating 
the  pure  coal  from  the  slate  coal,  and  much  good  coal 
which  in  the  old  method  was  left  with  the  refuse  will  be 
brought  1o  the  breaker.  Of  course  it  involves  a much 
larger  investment  in  building  the  breaker,  which  must  be 
supplied  with  a large  quantity  of  more  or  less  costl}"  ma- 
chinery, every  additional  machine  increasing  materially 
tlie  cost  of  the  breaker. 

Where  the  quantity  of  impure  coal  is  large  the  labor 
account  on  the  breaker,  notwithstanding  the  saving  due  to 
machinery,  is  greater.  It  is  probable,  however,  that  in 
many  cases  tlie  saving  inside  will  at  least  make  up  for  the 
additional  cost  outside.  When  this  method  of  saving  coal 
is  adopted  the  yield  per  acre  is  very  much  greater.  By 
far  the  most  important  saving  of  waste,  however,  that  has 
been  accomplished  is  due  to  the  better  utilization  of  the 
smaller  sizes. 

They  were  first  used  at  the  mines  for  making  steam,  and 
little  if  any  care  was  ]iaid  to  their  preparation,  but  as 
the  market  for  tliem  began  to  increase  more  attention  was 
given  to  it.  It  is  very  important  that  they  should  be  prop- 
erly sized  ; that  is  to  say,  that  each  kind  of  small  coal 
should  be  as  nearly  as  possible  of  uniform  size.  Pea  coal 
should  contain  but  little  buckwheat,  buckwheat  should 
contain  but  little  No.  2 buckwheat  or  rice,  &c.  This 
cannot  be  done  absolutely,  but  the  more  perfect  the 
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sizing  the  more  satisfactory  will  be  the  burning  of  the 
coal.  These  small  coals  vary  very  much  in  purity.  If 
they  are  made  exclusively  by  breaking  up  larger  lumps  of 
pure  coal  they  will  be  a very  desirable  fuel ; but  if  they  are 
made  from  the  dirty  or  crushed  coal  coming  from  the  mine, 
particularly  where  the  breasts  are  steep  and  much  small 
slate  is  mixed  with  it,  they  may  contain  a very  large  quan- 
tity of  impurities. 

The  coal  must  then  be  carefully  jigged,  otherwise  the 
amount  of  clinker,  ash,  and  refuse  will  be  so  great  as  to 
materially  interfere  with  its  use  and  value. 

It  is  very  important  that  the  chemical  composition  of 
the  coals  should  be  studied  ; that  is,  they  should  be  analyzed 
from  time  to  time  so  as  to  determine  the  amount  of  ash 
and  slate  contained  in  them. 

Bony  coal  when  broken  up  does  not  do  as  much  damage 
to  the  smaller  coals  as  it  does  to  the  larger,  although  the 
purer  the  coal  the  better  the  results  obtained  will  be. 

A number  of  experiments  were  made  in  the  testing 
laboratory  of  Coxe  Bros.  & Co.,  by  Mr.  John  Id.  Magner,  in 
burning  small  coals,  from  which  the  following  conclusions 
were  arrived  at : — 

A series  of  careful  experiments  were  made  with  a forced 
draught,  obtained  in  one  case  by  a fan  and  in  the  other  by 
a steam  jet,  which  showed  : — 

First. — That  the  ashes  produced  by  a steam  jet  were  never 
as  low  in  carbon  as  those  produced  by  the  fan ; that  is,  an 
appreciably  larger  per  cent,  of  the  carbon  was  utilized  by 
the  fan-blast.  This  appears  to  be  due  to  the  fact  that  when 
the  carbon  in  the  ash  over  the  grate  is  reduced  to  a certain 
point  the  steam  dampens  it  somewhat,  and  it  ceases  to 
burn  sooner  than  it  does  when  dry  air  only  is  blown 
through  it. 

Second. — That  with  the  fan-blast  the  rate  of  combus- 
tion per  square  foot  per  hour  is  greater  than  with  the 
steam  jet. 

Th  ird. — It  was  found  that  where  a bed  of  coal  was  ignited 
and  burned  out,  the  percentage  of  carbon  in  the  ash  is  much 
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less  than  where  coal  is  successively  added  to  the  burning 
mass.  In  practice  it  is  not  generally  possible  to  allow  the 
bed  to  burn  out  sufficiently  before  adding  the  cold,  unig- 
nited coal ; the  result  is  a damping  down  of  the  fire,  which 
causes  the  ash  to  cease  burning  sooner  than  it  would  do  if 
there  were  no  reduction  of  temperature  and  checking  of  the 
draught  due  to  the  adding  of  the  coal. 

Fourth. — There  seems  to  be  no  doubt  that  the  introduc- 
tion of  steam  into  the  ash-pit  decreases  very  materially 
the  tendency  of  the  coal  to  clinker  on  the  grate  in  com- 
parison with  the  fan-blast  or  natural  draught.  It  also 
changes  the  color,  volume,  and  character  of  the  flame  and 
increases  the  distance  that  the  flame  extends  beyond  the 
bridge-wall.  In  many  cases  it  is  not  practical,  or  at  least 
it  is  very  difficult,  to  burn  the  smaller  sizes  of  coal  without 
the  steam  jet  on  account  of  the  clinkering.  This  effect  of 
steam  on  clinkering  is  probably  due  to  the  fact  that  the 
steam,  to  a certain  extent,  moistens  the  ash  close  to  the 
grate  and  prevents  the  ash  from  reaching  there  as  high  a 
temperature  as  it  would  with  dry  air.  It  is  also  probable 
that  the  decomposition  of  the  steam  into  carbonic  oxide 
and  hydrogen,  which  takes  place  to  a certain  extent,  and 
which,  of  course,  is  accompanied  by  a reduction  of  tem- 
perature, tends  to  prevent  clinkering.  The  decomposition 
of  the  steam,  accompanied  by  the  formation  of  carbonic 
oxide  and  hydrogen,  will  probably  account  for  the  differ- 
ence in  the  flame  referred  to.  [D-2,  No.  5.] 

Fifth. — A careful  study  of  the  burning  of  culm,  that  is, 
the  burning  of  small  coals  with  more  or  less  dust  in  them, 
in  these  and  other  experiments,  seemed  to  show  that 
in  almost  all  cases  it  is  accompanied  by  a very  high 
percentage  of  carbon  in  the  ash,  which  analysis  showed, 
in  some  cases,  reached  58  per  cent.  Unless  special  pre- 
cautions are  taken  to  prevent  it,  a large  portion  of  the  fine 
coal  runs  down  through  the  grate.  When  the  culm  gets 
red  hot  it  acts  almost  like  dry  sand  and  works  its  way 
into  the  ash-pit,  thus  increasing  largely  the  percentage  of 
carbon.  Where  coal  has  to  be  transported  any  distance. 
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the  value  of  the  culm  at  the  mines  being  very  small,  it  is 
probable,  from  the  investigations  made,  that  it  would  be 
cheaper  to  remove  the  dust  and  transport  onl}^  the  larger 
coal. 

Sixth. — It  has  been  found  that  the  percentage  of  iron 
pyrites,  which  occurs  to  a greater  or  less  extent  in  all 
coals,  increases  very  rapidly  with  the  smallness  of  the 
coal.  This  is  due  to  the  fact  that  the  iron  pyrites  occur 
generally  in  thin  layers  or  incrustations  on  the  coal. 
These  thin  layers  are  broken  off  and  pulverized  in  the 
preparation  and  handling  of  the  coal,  and  are  therefore 
found  to  a much  greater  extent  in  the  very  small  coal.  It 
is,  of  course,  well  known  that  the  presence  of  iron  pyrites 
in  fuel  is  very  undesirable,  as  it  generates  sulphurous  acid 
and  has  a tendency  to  destroy  the  grates  or  other  iron  work 
around  the  boilers,  besides  in  many  cases  increasing  the 
tendency  to  clinker. 

Seventh. — That  while  the  fan-blast  produces  the  best  ash 
and  gives  a more  perfect  rate  of  combustion,  yet  in  many 
cases  it  is  more  advantageous  to  use  the  steam-blower  on 
account  of  the  clinkering,  which  may  cause  very  serious 
trouble.  In  certain  localities,  particularly  in  cities,  the 
noise  of  the  steam-blower  is  sometimes  a disadvantage. 

Eighth. — While  it  is  not  positively  demonstrated,  it  is 
thought  that  the  question  of  mixing  small  coals  from  dif- 
ferent veins  or  different  localities  is  a matter  of  impor- 
tance. It  would  appear  that  sometimes  two  coals,  each 
of  which,  when  burned  separately,  give  reasonably  satis- 
factory results,  when  mixed  together  clinker  and  give 
trouble,  probably  because  the  ash  of  the  combined  coals 
forms  a much  more  fusible  silicate  than  either  of  the  ashes 
separately. 

Ninth. — It  would  seem  that  the  combustion  of  the  small 
anthracite  is  more  perfect  when  the  coal  remains  undis- 
turbed, or  as  nearly  as  possible  in  the  condition  in  which 
it  was  put  in  the  fire,  instead  of  being  turned  over,  so  that 
the  partially  consumed  and  the  unconsumed  coal  are  mixed 
together. 
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COMMERCIAL  CAUSES  OE  WASTE. 

Up  to  this  point  the  report  has  been  confined  to  the 
consideration  of  the  questions  which  concerned  principall}^ 
those  engaged  in  the  raining  of  the  coal.  We  now  come  to 
the  consideration  of  another  series  of  problems,  which  are 
important  to  the  general  public,  and  in  which  their  co- 
operation is  more  or  less  necessary  in  order  to  obtain  more 
satisfactory  results. 

The  first  point  is  the  effect  that  the  rates  of  transportation 
have  upon  the  utilization  of  the  smaller  sizes  of  anthracite. 

Until  a comparatively  recent  pexdod  the  rates  paid  for  all 
sizes  of  anthracite  were  the  same,  and  as  the  smaller  sizes 
came  largely  in  competition  with  cheap  fuels  of  all  kinds, 
particularly  bituminous  coal,  the  higher  rates  of  transpor- 
tation charged  had  a tendency  to  restrict  the  market,  in 
consequence  of  which  all  the  buckwheats,  and  even  some 
of  the  pea  coal,  were  in  many  cases  thrown  upon  the  dirt 
banks. 

The  lower  the  relative  value  of  any  coal  the  less  expense 
of  transportation  it  can  bear.  For  example:  If  two  fuels, 
one  worth  25  cents  per  ton  and  the  other  $2  per  ton  at  the 
mines,  were  used  at  the  mines,  a saving  of  |15  per  day 
would  be  made  if  20  tons  of  the  cheaper  fuel  would  do  the 
work  of  10  tons  of  the  more  expensive ; but  if  they  should 
be  carried  to  a point  where  the  rate  of  transportation  was 
$2  per  ton,  the  10  tons  of  the  dearer  fuel  would  then  cost  $40, 
while  the  20  tons  of  the  cheaper  fuel  would  cost  |45,  thus 
causing  a loss  of  $5  per  day,  assuming  the  cost  of  firing,  &c., 
to  be  the  same  in  both  cases ; therefore,  in  order  to  allow 
the  cheaper  fuel  to  compete,  a less  rate  of  transportation 
would  have  to  be  charged  on  it  than  on  the  more  expensive 
fuel. 

This  point  has  been  thoroughly  recognized  by  the  trans- 
portation companies,  and  of  late  years  pea  coal  has  been 
carried  at  a less  rate  than  the  larger  sizes,  and  buckwheat 
at  a less  rate  than  pea,  in  consequence  of  which  a very 
great  increase  in  the  use  of  the  smaller  sizes  has  been 
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brought  about.  Of  course,  this  development  is  not  entirely 
due  to  the  rate  of  tolls,  but  also  to  a better  acquaintance  of 
the  public  with  the  value  of  these  fuels,  and  the  invention 
of  special  furnaces,  &c.,  to  utilize  them. 

In  order  to  make  a market  for  any  product  it  must 
be  worth  what  it  costs  the  consumer,  and  in  addition  must 
be  known  by  or  be  made  known  to  him. 

It  is  now  proposed  to  call  attention,  briefly,  to  the  different 
methods  by  which  the  smaller  sizes  of  anthracite  are  now 
utilized,  as  well  as  to  those  others  which  have  been  tried 
with  more  or  less  success,  or  which  are  in  process  of  trial. 

The  sizes  of  coal  generally  classed  under  the  head  of  small 
anthracites  are  pea.  No.  1 buckwheat.  No.  2 buckwheat, 
sometimes  called  rice.  No.  3 buckwheat,  and  culm.  The 
list  below  will  give  a clear  idea  of  the  degree  of  fineness 
of  each,  and  represents  all  the  different  meshes  used  in  the 
trade  as  far  as  the  Commission  could  obtain  data  in  regard 
to  them. 

Pea  coal  is  made  : — 

Through  | inch  square  and  over  f inch  square  ; 

Through  square  and  over  i square  ; 

Or  through  -Jf  round  punched  and  over  round  punched  ; 

Or  through  J square  wire  and  over  square  wire ; 

Through  f square  wire  and  over  | square  wire  ; 

Or  through  f square  punched  and  over  ^ square  punciied  ; 

Or  through  | square  cast  and  over  -t  square  cast ; 

Or  through  | to  f square  wire  and  over  t to  f punched  plate  ; 

Or  through  f round  punched  and  over  I round  punched  ; 

Or  through  f square  wire  and  over  | square  wire  ; 

Or  through  | and  over  ; 

Through  f and  over  i round  and  square  ; 

Through  and  over  round  punched. 

Buckwheat  No.  1 is  made  : — 

Through  f square  and  over  f square  ; 

Through  f square  and  over  p square  ; 

Through  -pj  round  punched  and  over  round  punched ; 

Or  through  ^ square  wire  and  over  | square  wire  ; 

Or  through  J square  and  round  wire  and  i3unched  and  over  round 
punched  plate ; 

Or  through  -jV  round  punched  and  over  | round  punched  ; 
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Or  through  square  wire  and  over  J square  wire  ; 

Or  through  t square  cast  and  over  | square  cast ; 

Or  through  ^ square  punched  and  over  | square  punched  ; 

Or  through  ^ square  wire  and  over  round  punched. 

Or  througli  I square  punched  and  square  wire  and  over  | by  IJ  punched, 
and  5 round  punclied  and  \ square  wire  ; 

Or  through  t square  wire  and  over  | square  wire. 

Or  through  t square  wire  and  square  punched  and  over  J square  wire 
and  square  punched  ; 

Or  through  t round  punched  and  over  ^ round  punched  ; 

Or  through  |-  square  wire  and  over  \ square  wire  ; 

Through  round  punched  and  over  round  punched  ; 

Or  through  ^ and  f punched  plate  aud  over  J and  punched  plate ; 

Or  through  square  and  over  f round  ; 

Through  round  punched  and  over  round  punched. 

Buckwheat  No.  2 is  made  ; — 

Through  | square  and  over  round  ; 

Through  | round  punched  and  over  jV  round  punched  ; 

Through  f round  and  over  ^ round  ; 

Through  f round  punched  and  over  round  punched  (manganese 
bronze) ; 

Through  round  punched  and  over  J-  round  punched  ; 

Through  ^ square  wire  and  over  i by  I t punched  ; 

Through  ^ square  wire  and  over  ^ by  Ij  punched  ; 

Through  J square  wire  and  over  ^ square  wire  ; 

Through  } square  wire  and  punched  and  over  | square  wire  and  round 
punched ; 

Through  } square  and  round  punched  and  wire  and  f round  punched, 
and  over  I round  punched  ; 

Through  square  wire  and  over  square  wire  ; 

Through  ^ square  cast  and  over  } square  cast ; 

Through  ^ square  cast  and  over  |r  round  punclied  ; 

Through  } square  cast  and  over  round  punched  ; 

Through  \ square  iiunched  and  over  jtr  round  punched  ; 

'I'hrough  I square  and  over  -}  square  ; 

Through  } round  and  over  by  It  punched. 


Buckwheat  No.  3 is  made : — 

Through  yV  round  punched  and  over  t round  punched; 

Through  tV  round  punched  and  over  3^  and  round  punched  (both 
manganese  bronze) ; 

Through  J square  cast  and  over  round ; 

Through  t square  and  over  tV  square; 

'rhrough  t and  over  ytr- 
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Culm  or  waste  is  made : — 

Through  f square  wire  ; 

Through  round  punched  ; 

Through  by  1-^,  J square  wire  and  i round  punched  ; 

Through  oblong ; 

Through  J square  wire  ; 

Through  square ; 

Through  j round  punched  ; 

Through  fV  by  IJ  punched; 

Through  round  punched  plate  (manganese  bronze) 

Through  I square  wire ; 

Through  J by  !:(  punched  ; 

Through  i roitnd  punched  ; 

Through  square  wire  ; 

Through  round  punched ; 

Through  round  punched  (manganese  bronze)  ; 

Through  jV  round. 

The  small  anthracites  are  used  : — 

1.  For  Domestic  Purposes. — Pea  coal  is  used  successfully 
for  heaters  or  furnaces,  sometimes  alone,  and  sometimes 
with  large  coal  to  reduce  the  intensity  of  the  fire.  Many 
people  put  pea  coal  on  their  furnaces  at  night,  which 
keeps  up  a moderate  fire,  burning  slowly  and  economically 
at  a time  when  only  a gentle  heat  is  wanted.  Pea  coal 
is  also  used  in  ranges  and  stoves  for  cooking  with  excellent 
results  and  economy,  wdren  those  using  it  understand  how 
to  handle  it.  Those  accustomed  to  its  use  are  perfectly  sat- 
isfied with  it.  It  is  also  an  excellent  fuel  for  low-down 
grates,  where  an  intense  heat  is  not  desired.  It  is  one  of 
the  best  fuels  for  base  burners  when  they  are  properly  con- 
structed. 

It  is  probable  that  before  many  years  most  of  the  pea 
coal  will  be  used  for  domestic  purposes,  and  that  it  will 
take  rank  with  stove  and  chestnut  as  a domestic  size. 

Buckwheat  coal  is  used  in  large  and  growing  quantities 
in  towns  for  generating  steam,  which  is  supplied  to  private 
houses  for  heating  and  other  purposes.  The  boilers  are 
generally  located  near  the  railroad,  and  the  steam  is  carried 
in  pipes  laid  in  the  street  just  as  gas  pipes  are.  This  is 
also  done  in  large  private  houses  and  institutions. 
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The  smaller  buckwheats  might  also  be  used  for  this  pur- 
pose. Any  institution  or  private  person  heating  a building 
with  steam  or  hot  water  can  use  these  sizes. 

2.  Use  for  Generating  Steam  and  for  Manufacturing  Parposes. 
In  this  section  we  will  only  consider  those  cases  where  the 
coal  is  used  as  it  is  shipped  from  the  breaker ; the  question 
of  mixing  it  with  other  combustibles  will  be  considered 
further  on. 

For  many  years  pea  coal  has  been  used  on  a large  scale 
for  making  steam  on  land  and  water.  It  is  a favorite  fuel 
for  steamboats  where  cleanliness  is  desired.  It  is  easy  to 
handle,  and  can  be  burned  on  almost  any  kind  of  grate,  or 
at  least  on  grates  that  are  much  more  simple  than  those  re- 
quired for  the  still  smaller  sizes.  It  can  also  be  burned 
with  natural  draught,  as  the  pieces  are  large  enough  to 
allow  the  air  to  pass  freely  through  the  interstices  between 
them  when  the  bed  of  coal  is  thick  enough  to  make  a good 
fire.  Where  the  item  of  expense  is  not  of  the  first  impor- 
tance, it  is  one  of  the  best  fuels  in  the  world  for  manufactur- 
ing purposes  and  for  steam  vessels,  and  it  is  also  used  to  a 
moderate  extent  for  forging.  It  is  sold  through  Pennsyl- 
vania, New  Jersey,  New  York,  Connecticut,  Massachusetts, 
Maine,  New  Hampshire,  Vermont,  and  Rhode  Island,  but 
is  not  much  used  in  the  South  and  West.  It  is  used  also 
for  burning  lime.  It  is  seldom  if  ever  used  mixed  with 
bituminous  coal.  It  is  ])robable  that,  as  the  demand  for 
pea  coal  increases  for  domestic  purposes,  it  will  gradually 
be  replaced  as  a manufacturing  fuel  by  buckwheat  coal. 

Buckwheat  coal  is  largelj^  used  for  making  steam.  It  is 
gradually  taking  the  place  of  pea  coal  for  that  purpose.  It 
is  used  for  burning  lime,  and  has  a promising  future  for  use 
in  gas  producers. 

No.  2 buckwheat  is  just  beginning  to  he  used,  principally 
for  steam,  either  alone  or  mixed  with  bituminous  coal  and 
sometimes  with  sawdust  and  shavings.  It  lias  a large 
future  in  plants  properly  constructed  for  generating  steam, 
especially  for  electric  light  and  electric  railway  plants,  as 
it  is  cheap,  clean,  and  makes  no  smoke. 


Xo.  3 buckwheat  is  used  for  steam,  and  it  and  dust 
are  used  by  brick-makers  to  mix  with  the  clay.  Its  use 
for  generating  steam  offers  a promising  held  to  investiga- 
tors. 

3.  For  Locomotives. — One  of  the  most  important  uses  of 
small  anthracite  is  as  a locomotive  fuel.  [D-2,  Xo.  1 and 
Xo.  13.]  The  following-named  railroads  nse  it  to  a con- 
siderable extent,  with  entirely  satisfactory  results  in  most 
cases,  and  effect  a great  saving  in  cost  of  fuel  thereby,  viz. : 
Philadelphia  and  Reading,  Central  Railroad  of  Xew 
Jersey,  Delaware,  Lackawanna  and  AVestern,  Delaware 
and  Hudson  Canal  Company,  Erie  and  Wyoming  Valley 
(Pennsylvania  Coal  Company),  Xew  York,  Oiitario  and 
Western,  and  Delaware,  Susquehanna  and  Schuylkill. 
The  general  tendency  seems  to  be  towards  an  increase  in 
the  number  of  locomotives  burning  small  anthracite. 
Buckwheat  is  the  size  generally  used  on  freight  trains  and 
pea  on  passenger  trains. 

The  accompanying  table  (Appendix  B)  show-s  the  results 
of  the  experience  of  the  principal  roads  using  the  small 
sizes  of  anthracite  as  locomotive  fuel.  The  data  con- 
tained therein  have  been  given  by  those  in  authority  on 
the  different  roads,  and  their  names  wdll  be  found  in 
the  table.  It  was  the  aim  of  the  Commission,  in  compil- 
ing this  table,  to  give  such  locomotive  dimensions  as  have 
a direct  bearing  on  the  burning  of  the  fuel,  as  w'ell  as  some 
comparative  data  as  to  the  use  and  value  of  different  kinds 
of  locomotive  fuels  ; and,  also,  information  relating  to  the 
properties  and  preparation  of  the  smaller  sizes  of  anthracite 
coal  used. 

There  seems  to  be  no  question  as  to  the  value  of  small 
anthracite  on  all  but  very  fast  trains.  The  sharp  exhaust 
of  the  steam,  wdien  a locomotive  is  running  at  a very  high 
speed,  has  a tendency  to  “ turn  up  ” the  hre  of  small-sized 
anthracite,  and  also  to  draw  a considerable  amount  of  the 
smaller  pieces  out  througli  the  stack,  wdiich,  in  addition  to 
being  uiq»leasant  to  the  passengei’s  on  the  trains,  is  a loss 
of  fuel. 
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It  is  probable,  as  Mr.  Paxson  states  (in  the  table),  that  by 
using  compouiul  locomotives,  the  exliaust  nozzles  of  which 
are  larger,  the  exhaust  consequently  less  sharp  and  tlie 
amount  of  steam  required  to  run  less  than  on  simj)le  lo- 
comotives, small  antliracite  may  be  used  as  fuel  on  even 
the  fastest  trains.  In  this  connection  attention  is  called 
to  the  statement  in  the  Philadelphia  and  Reading  (Main 
Line  and  AVilliamsport  Divisions)  column  of  the  table  that 
all  locomotives  built  in  future  shall  have  hre-boxes  suited 
for  burning  small  anthracite,  and  also  to  the  test  of  com- 
pound engine  No.  229,  on  passenger  service,  in  the  Central 
Railroad  of  New  Jersey  column. 

To  burn  small  anthracite  on  locomotives  a much  larger 
grate  surface  is  required  than  on  those  burning  large  an- 
thracite or  bituminous,  as  well  as  a special  form  of  grate 
bar.  Somewhat  more  skill  is  required  in  their  use,  as 
light  and  judicious  firing  is  necessaiy  wdth  the  small 
anthracite. 

A strong  argument  in  favor  of  small  anthracite  as  loco- 
motive fuel  is,  that  a number  of  railroads  now  usina:  such 
fuel  are  replacing  the  old  fire-boxes  for  burning  larger  sized 
fuels  by  others  suited  for  burning  small  sizes  of  anthracite 
in  engines  taken  into  their  shops  for  general  overhauling 
and  repairs. 

The  Commission  would  therefore  call  attention  to  the 
value  of  small  anthracite  as  locomotive  fuel,  particularly  in 
cities  and  for  subui'ban  passenger  traffic,  where  a not  too 
expensive  but  smokeless  fuel  is  desirable.  For  such  use  it 
will  undoubtedly  jirove  valuable,  even  at  a considerable 
distance  from  market. 

4.  [7se  in  Gas  Producers. — After  a ])eriod  of  trial  which  at 
first  was  not  successful,  pea  coal.  No.  1 buckwheat,  and  to  a 
certain  extent  No.  2 buckwdieat,  are  now  being  used  suc- 
cessfully in  gas  producers  for  a great  number  of  pur|>oses, 
as  is  seen  by  the  accompanyi)ig  table.  The  two  producers 
which  are  used  at  present  are  known  as  the  Taylor  and 
the  Swindell.  The  inq)rovement  in  the  i>reparation  of  the 
buckwheat  coals  due  to  more  perfect  sizing  and  jigging,  by 
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means  of  which  latter  the  percentage  of  ash  is  reduced, 
opens  a field  for  these  fuels,  which  is  constantly  growing 
and  promises  to  be  very  extensive.  The  following  table 
shows  the  vast  range  of  uses  to  which  the  gas  obtained  is 
applicable : — 

Partial  List  of  Uses  of  the  small  sizes  of  Anthracite  luith 

Gas  Producers. 


Sizes  of 
Anthracite. 

! Number  of 
i Producers. 

Kind  of 
Producer 
used. 

Kind  of  Work. 

Buckwheat, 
Nos.  1 & 2 
Buckwheat, 
Nos.  1 & 2 
Buckwheat,  t 
No.  1 . . / 

Pea  coal  . . . 

Buckwheat, 
Nos.  1 & 2 
Buckwheat, 

No.  1 . . 

Buckwheat, 
No.  1 . . 
Buckwheat, 
No.  1 . . 
Buckwheat, 
No.  1 . . 

Buckwheat,  1 
No.  1 . . / 

Pea  & buck- 
wheat, No. 

1 . . . . 

Buckwheat,  1 
No.  1 . . ( 

Buckwheat, 
No.  1 

Buckwheat 
No.  ] 


at,  1 1 


2 

6 

2 

1 

6 

13 

2 

2 

1 

11 


Tavlor. 


Swindell. 


f Firing  biscuitand  decorating  kilns 
1 in  potteiy  in  Trenton,  N.  J. 

/ Firing  bone-black  char-kilns  in 
1 sugar  refinery,  Brooklyn,  N.  Y. 

Burning  lime  in  Texas,  Md. 


Drying  steel  ladles  and  converter 
bottoms,  Steelton,  Pa. 

Tempering  and  annealing  steel  at 
South  Bethlehem,  Pa. 

Drying  and  roasting  in  soda-ash 
manufactory  at  Syracuse,  N.  Y^. 

Roasting  magnetic  and  sulphur- 
ous ore  at  Emaus,  Pa. 

Roasting  magnetic  ami  sulphur- 
ous ore  at  Midvale,  N.  J. 

Running  Otto  gas-engine  in 
Philadelphia,  Pa. 

Firing  spelter  furnaces  and  re- 
volving furnaces  for  deoxidiz- 
ing zinc  ore  at  South  Bethle- 
hem, Pa. 

Firing  copper  heating  and  an- 
nealing furnace  at  Ansonia, 
Conn. 

Drying  moulds  and  cores  in  pipe 
foundry  at  Florence,  N.  J. 

Manufacture  of  Portland  cement 
and  sulphuric  acid  from  gypsum 
at  Buffalo,  N.  X . 

Heafing  furnaces  for  heating 
muck  bar  at  Oxford,  N.  J. 


5,  The  Manufacturing  of  Coke. — A number  of  efforts  have 
been  made  to  utilize  the  anthracite  dust  by  mixing  it 
either  with  highly  bituminous  coal  (such  as  gas-coal)  or 
bitumen,  and  then  coking  it.  The  Pennsylvania  Second 
Geological  Survey  made  a number  of  valuable  experiments 


which  are  described  at  length  in  their  reports.  [D-1,  No. 
1 and  No.  2.] 

The  late  J.  A.  Price  (originally  chairman  of  the  Com- 
mission) made  a series  of  experiments  at  the  gas-works 
in  Carbondale,  with  the  view  of  determining  the  possibility 
of  making  a coke  by  mixing  anthracite  culm  with  bitu- 
minous slack. 

The  following  table  shows  the  numbers  of  the  experi- 
ments, weight  of  tlie  bituminous,  weight  of  anthracite,  &c., 
as  well  as  the  analysis  of  the  product  obtained.  The  coke 
thus  obtained  gave  the  following  results  : — 


Experiments  in  the  Manufacture  of  Conglomerate  Coke,  made  by  William  Griffith  and  3Ir.  3Ioon 

at  Carbondale,  3Iay  SOth,  1893. 
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AVlien  making  coke  in  retorts  from  pure  bituminous  coal, 
tlie  coke  breaks  into  prisms  and  is  not  difficult  to  get  out. 
When,  however,  the  coke  is  made  of  a mixture  of  anthra- 
cite and  bituminous  as  described  here,  the  mass  does  not 
l)reak  up  and  is  difficult  to  remove  from  the  retorts.  To  do 
this  without  difficulty  it  would  be  necessary  to  have  the 
retort  much  wider  at  the  opening  than  at  the  other  end. 

In  considering  the  above  table  it  is  necessaiy  to  note 
that  the  em])ty  box  in  which  the  coke  was  weighed  was 
11  pounds  heavier  after  than  before  the  tests,  having  ab- 
sorbed 11  pounds  of  water. 

In  each  case  the  coke  formed  in  one  large  firm  mass 
which  was  very  hard  to  break  and  get  out  of  the  retort,  and 
the  retort  was,  it  was  thought,  smaller  at  the  front  end  than 
at  the  hack. 

The  bituminous  slack  used  was  furnished  by  the  Hen- 
dricks Manufacturing  Company  from  their  stock  of  black- 
smith coal,  and  was  purchased  from  Berwind,  White  & Co. 
It  was  jirohahly  from  the  “Crown  Freeport”  seam  of  Jef- 
ferson County,  Pa. 

The  anthracite  was  from  the  screenings  of  the  local  retail 
coal  chutes  and  was  probably  mined  by  the  D.  & II.  C.  Co. 
in  the  vicinity. 

In  making  the  tests  the  coal  was  first  weighed,  and  then 
carefully  mixed  Ijy  hand  and  charged  into  the  gas  retort,  the 
gas  plant  at  Carbondale  l)eing  of  the  old  style  for  manufact- 
uring illuminating  gas  from  bituminous  coal.  The  coke 
was  cooled  after  heing  drawn  from  the  retorts  by  drenching 
with  water,  of  which  it  absorbed  quite  a C{uantity,  as  is 
shown  hy  tlie  weight  of  the  wet  coke. 

iMr.  .1.  W.  Pittinos  also  experimented  in  the  same  line 
and  obtained  a patent  for  the  process  (patent  No.  279,796). 

While  it  seems  to  be  demonstrated  that  reasonably  good 
coke  can  be  manufactured  as  above  described,  yet  the  com- 
mercial conditions  are  such  that  there  does  not  appear,  ex- 
cept in  special  cases,  any  large  field  for  the  use  of  the  culm 
and  dust  in  this  way.  (See  remarks  in  “ MM  ” of  the  Geo- 
logical Surve}^  of  Pennsylvania.)  It  might  be  done  with 


35 


profit  at  points  where  gas-works  are  located  when  a supply 
of  cheap  culm  could  be  obtained,  althoug’h  it  would  prob- 
ably recj^uire  more  retorts  to  produce  the  same  number  of 
cubic  feet  of  gas  per  day. 

6.  Mixed  with  Bituminous  Coal. — A large  amount  of  culm 
and  buckwheat  is  now  being  used  throughout  New  York 
State  and  in  some  other  localites  by  mixing  it  with  a certain 
percentage  of  bituminous  coal.  It  is  very  common  in  the 
large  cities  to  buy  the  “ pea  and  dust  ” made  by  screening 
the  domestic  sizes  in  the  retail  yards  and  use  it  in  this  way. 
Large  quantities  of  culm  are  shipped  from  the  Northern 
fields  into  New  York  State  for  a similar  purpose.  It  is 
somewhat  difficult  to  get  exact  data  on  this  subject.  One 
of  the  most  satisfactory  examples  that  the  Commission  has 
been  able  to  obtain  is  a case  in  New  York  City,  where 
ordinary  yard  “ pea  and  dust  ” is  burned  for  heating  a large 
building.  Ten  parts  of  the  “ pea  and  dust”  is  mixed  with 
one  }>art  of  the  bituminous  coal,  care  being  taken  to  break 
the  lumps  of  bituminous  and  to  mix  the  material  thoroughly 
before  firing.  This  combination  of  coals  produces  no 
smoke  from  a chimney  100  feet  high,  except  occasionally 
a slight  puff.  In  this  case  natural  draught  only  is  used. 
The  apjilication  of  small  coal  in  this  way  depends  upon  the 
relative  cost  of  “ pea  and  dust”  and  bituminous  coal,  and  it 
is  probable  that  a large  amount  can  be  thus  utilized. 

Another  test  was  made  at  the  New  York  steam-heating 
plant  on  Cortlandt  Street,  the  report  of  which,  while  not 
giving  full  details,  contains  information  of  value.  Twenty- 
five  hundred  tons  of  culm  Avhich  passed  through  ^-incli 
mesh  was  shipped  by  the  Old  Forge  Coal  Company,  of 
Pittston,  Pa.,  to  Perth  Amboy,  wdiere  it  was  mixed  with 
400  tons  of  bituminous  slack  from  the  Clearfield  region,  by 
loading  boats  with  alternate  layers  of  about  100  tons  of 
anthracite  culm  and  20  tons  of  bituminous,  as  evenly  as 
possible,  until  the  boat  was  filled.  This  was  unloaded  in 
New  York  by  steam  scoo})  and  deposited  in  a large  hopper 
on  the  dock,  from  which  it  ran  into  carts  which  took  it  to 
the  basement  of  the  steam  company’s  station.  It  was 


dumped  into  the  cellar  and  carried  to  the  top  of  the  huild- 
ing  by  conveyors,  from  which  it  ran  through  chutes  to  the 
several  floors.  In  this  way  the  two  coals  were  pretty  well 
mixed.  It  was  burned  under  Babcock  & Wilcox  boilers, 
provided  with  McClave  grates  and  Argand  steam  blowers. 
The  coal  was  fed  by  hand  witli  a shovel.  The  result  was 
satisfactory  as  far  as  the  production  of  steam  was  concerned, 
but  there  was  an  increased  quantity  of  ash  produced,  and 
more  of  the  mixture  was  required  to  produce  the  same 
results  than  with  buckwheat  coal.  The  steam  company 
considered  that  it  was  worth  about  35  cents  per  ton  less 
than  l)uckwheat  coal. 

The  bituminous  slack  caused  the  mass  to  ignite  quickly 
and  burn  freely,  so  that  it  was  not  necessary  to  use  as 
strong  a draught  as  when  culm  alone  is  fired.  The  caking 
of  the  bituminous  coal  cemented  together  to  a certain  ex- 
tent the  culm  and  diminished  the  quantity  that  went 
through  the  bars.  The  experiment  was  made  about  1891. 
It  seems  tliat  the  freight  on  the  culm  was  too  great  to 
make  it  a success  in  competition  with  buckwheat  coal  at 
its  present  price,  although,  as  just  stated,  there  seemed  to 
be  no  trouble  in  burning  the  coal  and  producing  the  steam. 

7.  Mixing  ivith  Waste,  froyn  Oil  Stills. — In  some  of  the  oil 
refineries  No.  2 or  3 Buckwheat  is  used,  mixed  with  the 
refuse  or  residuum  of  tlie  works,  called  “ coke,”  which  is  ob- 
tained by  cleaning  the  stills  after  the  oil  has  been  run  off. 
This  material  has  about  the  consistency  of  cold  molasses, 
and  needs  something  to  granulate  it  so  that  it  can  be  han- 
dled readily.  The  fuel  thus  pre[)ared  is  used  princi})ally 
under  the  stills  from  which  the  refuse  is  obtained.  These 
fine  anthracite  coals  furnish  a most  excellent  means  of 
utilizing  this  waste  product  in  the  refineries,  the  result  be- 
ing a combination  of  combustibles  admirably  adapted  for 
the  purposes  for  wliich  it  is  used.  The  field,  of  course,  is 
limited,  depending  upon  the  amount  of  refu.se  obtained 
from  the  stills.  It  is  very  important  that  the  coal  should 
be  sized  well  so  as  not  to  contain  any  more  dust  than  pos- 
sible, as  it  then  acts  better  in  granulating  the  liquid  which 


is  obtained  from  the  stills  so  that  it  can  be  fired  con- 
veniently. When  placed  upon  the  fire  the  refuse  burns 
quickly,  making  an  intense  heat,  and  when  it  is  burned  off 
leaves  the  coal  in  a highly  ignited  condition. 

8.  Utilization  of  Oulm  for  the  Manufacture  of  Artificial  Fuel. 
For  the  last  30  or  40  years  a large  amount  of  the  culm  of  the 
semi-bituminous  and  anthracite  coals  has  been  utilized  in 
Europe  in  the  form  of  what  is  known  as  compressed  fuel. 
The  slack,  after  being  mixed  with  some  binding  material, 
such  as  lime,  clay,  cement,  tar,  pitch,  bitumen,  starch,  or 
other  glutinous  material,  is  compressed  into  rectangular  or 
spherical  forms,  and  then  burned  as  large  coal  of  the  same 
size  would  be. 

Some  idea  of  the  variety  of  the  mixtures  and  kind  of 
binding  material  used,  &c.,  ma}^  be  obtained  by  referring  to 
list  of  patents  relating  to  artificial  fuels  given  in  Appen- 
dix “ C-2.” 

These  fuels  are  made  of  different  sizes  and  shapes,  the 
favored  size  for  domestic  purposes  being  that  of  a hen  or 
goose  egg.  Large  quantities  of  this  material  are  made  with 
profit  in  Europe,  and  many  attempts  have  been  made  to 
utilize  culm  in  this  way  in  the  United  States.  The  four 
factors  upon  which  success  or  failure  depend  are  the  cost  of 
the  culm  at  the  factory,  the  cost  of  the  binding  material, 
the  cost  of  the  labor,  and  the  price  at  which  it  can  be  sold. 
Where  culm  can  be  obtained  at  a low  figure  close  to  mar- 
ket, and  where  the  price  of  the  larger  coals  is  materially 
increased  by  the  cost  of  transportation  from  the  mines, 
there  is  good  prospect  of  a profitable  business ; but  where 
the  price  of  the  compressed  fuel,  after  being  manufactured, 
is  increased  by  the  cost  of  transportation,  success  is  not  so 
probable. 

About  the  }'ear  1876  the  manufacture  of  compressed  fuel 
was  begun  by  the  Delaware  and  Hudson  Canal  Com])any 
at  Roudout,  New  York,  from  92  per  cent,  of  culm  and  8 per 
cent,  of  pitch.  The  plant  was  sold  to  the  Anthracite  Fuel 
Company  in  1876,  after  which  the  making  of  brick  was 
continued  several  years,  but  was  discontinued  in  1880. 
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Tliisfuel  was  made  b}'  mixing  92  percent,  of  culm  and  8 
per  cent,  of  gas  coal  pitch  in  a pug  mill  witli  superheated 
steam,  which  was  pressed  into  bricks  of  9 inches  by 
inches  by  from  3 to  6 inches,  under  a pressure  of  about 
250  pounds  per  scpuire  inch.  It  was  used  on  locomotives 
on  the  Delaware  and  Hudson  Canal  Com[>any’s  Railroad 
and  the  local  railroads.  The  coal  was  washed  culm  from 
loading  pockets  at  Honesdale,  discharged  into  the  canal, 
and  then  elevated  out  and  shipped  to  Rondout  in  boats. 

It  was  found  that  the  small  particles  of  coal  dust  im- 
pinging on  the  tube  sheet,  etc.,  in  the  boiler,  in  consequence 
of  the  forced  draught,  would  cut  out  the  ends  of  the  boiler 
tubes,  and  sleeves  had  to  be  [daced  in  the  ends  of  the  tubes 
to  prevent  this. 

These  bricks  would  not  disintegrate  in  the  fire,  and  could 
be  heated  red  hot  throughout  in  a blacksmith’s  fire,  then 
jdunged  into  cold  water  until  black  and  cold,  then  reheated 
and  recooled,  &c.,  without  disintegrating. 

The  fall  in  the  price  of  coal  about  that  time  and  in- 
creased price  of  the  gas-coal  pitch,  due  to  the  greater  value 
of  coal-tar  for  chemical  purposes,  were  probably  the  control- 
ling causes  of  tlie  stopj>age  of  this  plant. 

In  1890  a })lant  was  erected  at  IMabanoy  City,  Schu3^1kill 
County,  Pa.,  by  the  Anthracite  Pressed  Fuel  Companj^  for 
the  same  purpose,  which  continued  in  operation  during 
1890,  1891,  and  1892.  The  following  facts  have  been  fur- 
nished to  the  Commission  ; — 

It  was  made  of  inire  coal  (fine)  direct  from  the  colliery  rolls,  92  percent, 
pitch  (a  residuum  from  the  coking  of  bitu- 
minous coal  imported  from  England) 8 per  cent. 

Cost,  culm,  delivered ?0  30  per  ton. 

Cost,  pitch 1 00  per  ton. 

Cost,  labor 50  per  ton 

Total  cost  of  fuel  at  works .|1  80  per  ton. 

Tried  on  locomotive  engines  and  burnt  well.  Did  not 
disintegrate.  Made  steam  as  readily  as  with  anthracite 
coal. 
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Suspended  operations  temporarily  in  1892  owing  to  high 
price  of  English  pitch,  as  that  made  in  America  did  not  suit. 

When  the  fuel  is  to  be  used  for  manufacturing  purposes, 
it  is  a serious  question  whether  it  will  not  be  better  to 
spend  the  money  on  an  a|)]iaratus  to  burn  the  culm  as  it  is, 
rather  than  to  spend  it  to  put  the  culm  in  shape  to  be  burnt 
in  an  ordinary  furnace.  The  money  spent  on  the  culm  is 
gone  when  the  culm  is  burned,  while  that  s})ent  on  a fur- 
nace continues  to  be  of  value  in  utilizing  the  culm  as  long 
as  the  apparatus  remains  in  operation. 

The  manufacture  of  compressed  fuel  for  domestic  })ur- 
poses  seems  to  have  been  more  successful.  That  most  gen- 
erally used  is  known  commercially  as  eggettes.  They  are 
manufactured  from  anthracite  screenings  or  bituminous 
slack,  with  3 to  6 per  cent,  imported  bitumen,  in  plants 
erected  by  the  “ FuelPatents  Company,”  of  Philadeli^hia,  Pa. 

There  are  now  in  operation  the  following; — 

The  plant  at  Gayton,  near  Pichmond,  Va.,  which  manu- 
factures the  culm  of  the  Gayton  semi-anthracite  into 
eggettes.  They  are  sold  in  the  city  of  Richmond.  The 
original  capacity  of  the  plant  has  been  doubled. 

The  plant  at  Milwaukee,  Wis.,  which  manufactures 
eggettes  of  the  anthracite  screenings  made  in  the  ship- 
ments of  anthracite  coal  from  and  to  lake  ports. 

The  plant  at  Pluntingdon,  Ark.  [D-4,  No.  .55],  (capacity 
200  tons  per  da}"),  which  makes  eggettes  out  of  the  bitu- 
minous slack  from  the  mines  of  the  Kansas  and  Texas  Coal 
Company. 

A new  plant  for  which  machinery  lias  been  ordered  is  in 
course  of  construction  at  Chicago,  the  capacity  to  be  8 tons 
per  hour  from  hard  and  soft  coal. 

Recently  a company  has  been  organized  to  erect  one  at 
Denver,  Col. 

This  method  of  utilization  seems  to  be  most  successful  in 
cities  where  the  coal  can  be  sold  well,  and  where  there  is 
no  freight  to  pay  to  destination. 

An  article  has  appeared  [D-4,  No.  57],  claiming  very 
successful  results  from  a similar  fuel,  made  by  mixing 
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Pennsylvania  anthracite  culm  with  a compound  the  nature 
of  which  is  not  given.  The  method  of  manufacture  is  very 
similar  to  that  which  was  employed  at  Mahanoy  City  and 
Ivondout. 

9.  ^4.s  Pulverized  Fuel. — During  the  last  36  years  a large 
amount  of  experimenting  has  been  done  with  a view  of 
utilizing  culm  hy  hurning  it  as  an  impal})able  powder,  very 
much  as  gas  would  be  burned.  The  plan  adopted  is  to 
pulverize  the  coal  and  blow  it  into  the  furnace  with  the 
proper  quantity  of  air.  In  some  cases  the  powdered  coal  is 
heated  before  being  blown  into  the  furnace,  and  sometimes 
the  heat  is  communicated  to  the  coal  in  the  furnace  itself. 
[D-4,  No.  58.1 

The  first  effort  in  this  direction  seems  to  have  been  made 
about  1857  by  Mr.  John  Bourne,  of  England.  Messrs. 
AVhelpley  & Storer  about  1870  began  to  experiment  upon 
this  process.  In  1876  Mr.  Isherwood,  Chief  Engineer  of 
the  United  States  Navy,  made  a number  of  experiments 
with  this  process  which  are  described  in  his  report  to  the 
Government.  [D-1,  No.  11.] 

Mr.  Charles  E.  Emery  made  a test  of  the  Whelpley  & Storer 
system  at  the  Cliickering  Piano  Eactoiy  in  Boston  about  15 
years  ago.  The  operation  of  the  process  was  satisfactory, 
but  the  economy  Avas  not  sufficient  to  justify  changing  from 
the  old  method  of  burning  ordinary  coal.  From  his  ex- 
periments it  seems  that  the  process  was  successful  techni- 
cally, hut  that  the  commercial  c[uestion  would  depend 
largel}^  upon  the  price  of  the  coal.  The  more  expen- 
sive the  coal  used  the  more  economical  would  be  the  pro- 
cess. 

About  1873  Mr.  F.  R.  Cram|)ton  described  his  experi- 
ments in  burning  powdered  fuel.  [D-2,  No.  11;  D-5,  No.  2 
and  No.  5.] 

Mr.  Richard  N.  R.  Phelps  has  also  been  experimenting 
extensively  in  the  same  line,  hut  as  yet  there  is  no  official 
statement  as  to  the  results  he  has  obtained. 

While  the  data  available  is  not  sufficient  to  justify  the 
Commission  in  expressing  a definite  opinion  as  to  the  value 
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of  this  method  of  utilizing  the  dust,  yet,  from  the  facts  be- 
fore them,  they  feel  justified  in  hoping  that  in  certain  lines 
the  utilization  of  coal  in  this  way  may  possibly  lead  to  im- 
portant results.  There  are  no  plants  at  present  in  opera- 
tion in  which  the  powdered  fuel  is  used  commercially 
and  successfully.  A number  of  rumoi-s  reached  tlie  Com- 
mission that  one  or  another  of  the  pulverized  fuel  processes 
were  in  actual,  practical,  commercial  operation,  but  none  of 
them  on  being  followed  up  could  be  verified.  It  would  he 
very  satisfactory  to  find  that  tlie  fine  coal  could  be  em- 
ployed in  this  way,  as  it  seems  probable  that  before  long 
everything  but  the  actual  dust  will  be  utilized.  One  dif- 
ficult}^ in  the  way  is  the  cost  of  reducing  the  riner  culm  to 
an  impalpable  powder.  It  seems,  from  all  the  information 
that  has  been  obtained,  that  the  more  finely  pulverized 
the  coal  is,  the  more  certain  will  be  the  success  of  the  proc- 
ess. It  is  easy  to  get  roughly  pulverized  coal,  but  to  reduce 
it  to  an  impalpable  powder  is  not  by  any  means  a simple 
or  cheap  operation. 

As  far  as  the  Commission  can  gather  from  the  reports 
which  they  have  examined,  the  fine  coal  was  in  all  cases  ob- 
tained by  pulverizing  practically  pure  lumps  of  coal.  The 
dust  obtained  from  the  culm  bank  would  contain  not  only 
an  appreciable  amount  of  slate,  but  also  quite  a large 
amount  of  iron  pyrites  and  other  impurities  which  might 
interfere  somewhat  with  the  process. 

Messrs.  William  H.  Richardson  and  J.  J.  Bordman,  of 
New  York,  have  been  introducing  a process  for  burning 
coal  in  a pulverized  state  under  the  patents  of  J.  -J.  Bord- 
man. The  tests,  as  far  as  the  Commission  know  of  them, 
were  made  with  bituminous  coal,  with  results  that  seem  to 
have  given  satisfaction,  but  the  Commission  know  of  no 
tests  made  with  anthracite  culm  by  this  process,  although 
the  owners  of  it  claim  it  to  be  equally  applicable  to  anthra- 
cite. 

10.  Use  for  Makwg  Paint. — Recently  the  black  dirt  or 
blossom,  which  is  coal  that  has  been  weathered  on  the  out- 
crops of  the  purer  veins  near  the  surface,  has  been  mined 
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and  used  for  making  black  paint.  Where  pure,  that  is, 
free  from  earth}^  matter  and  complete!}'  disintegrated,  it  is 
very  valuable  for  this  purpose. 

In  the  study  that  it  has  made  of  the  question,  the  Com- 
mission have  been  very  much  impressed  with  the  impor- 
tance of  the  consumers  of  coal  being  made  thoroughly 
familiar  witli  the  value  of  the  smaller  anthracites  and  the 
proper  methods  of  utilizing  them  economically.  Great 
waste  is  made  in  consequence  of  tlie  want  of  this  knowl- 
edge. Tliey  have  come  into  use  largely  in  consequence 
of  their  cheapness,  and  enterprising  manufacturers  and 
steam  users  have  in  many  cases  simply  substituted  the 
smaller  fuel  for  the  larger,  using  exactly  the  same  kind 
of  furnace,  and,  in  many  cases,  the  same  kind  of  grate- 
bar  that  they  did  for  the  larger  coals.  One  of  the  points 
which  may  be  considered  to  be  established  is  that  neither 
the  furnace  nor  the  grate-l)ar  most  suitable  for  large  coal 
is  by  any  means  the  best  for  the  smaller  coals,  nor  is  a 
furnace  and  grate  specially  adapted  to  bituminous  coal  a 
})i’oper  one  for  the  small  anthracite  coals.  The  furnace 
should  be  made  to  suit  the  fuel,  and  the  grate-bar  for 
small  coal  should  be  so  constructed  that  sufficient  open- 
ings are  left  for  the  passage  of  the  air ; while  the  running 
of  the  coal  through  the  grate-bars  into  the  ash-pit  is  as 
far  as  possible  prevented. 

It  has  also  been  found  that  iii  most  cases  the  smaller 
coals  can  only  be  burned  with  a forced  draught.  This  may 
be  accom|)lished  by  a suction  in  the  chimney  or  by  the 
air  being  l.)lown  into  the  ash-])it  by  a steam  jet  or  by  a fan 
or  equivalent  apparatus.  It  is  thought,  judging  from  the 
latest  observations,  that  a combination  of  a suction  in  the 
stack  and  a blowing  of  air  into  tbe  ash-pit  will  probably 
give  the  best  results;  if  tlie  blowing  is  sufficiently  strong  to 
force  tbe  air  simply  tlirough  the  bed  of  coal,  and  the  suc- 
tion sufficiently  powerful  to  carry  the  gases  with  the  proper 
velocity  umler  the  boilers  so  tliat  the  temperature  of  the 
e.scaping  gases  is  the  lowest  consistent  with  economy,  the 
most  satisfactory  results  will  })robably  be  obtained.  There 
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then  will  be  no  forcing  of  the  hot  gases  out  through  the 
doors  or  orifices  that  may  exist  in  tlie  furnace  walls. 

It  may  also  be  stated  that  the  finer  coals  should  be 
burned  with  as  thin  a bed  as  possible,  consistent  with 
steady  consumption,  and  that  the  fire  should  not  be  dis- 
turbed an}^  more  than  is  absolutely  necessary.  The  grate 
surface  should  increase  with  the  fineness  of  the  coal ; that 
is,  the  finer  the  coal  the  less  pounds  of  fuel  per  hour  can 
be  burned  economically  on  a square  foot  of  grate.  The 
temperature  of  the  gases  given  off  by  a fire  of  small  coal 
is  lower  than  that  of  those  given  off  by  a fire  of  larger  coal, 
so  that  for  small  coal  the  heating  surface  of  a boiler  of  a 
given  horse-power  should  be  greater. 

A great  variety  of  grate-bars  are  used.  They  may  be 
divided  into  three  types,  i.  e. : — 

First. — Those  in  which  the  grate  is  absolutely  fixed,  of 
which  the  old-fashioned  grate-bar — one  alongside  of  the 
other — and  a cast-iron  jilate  with  holes  in  it,  are  types. 
There  are  many  forms  of  grate-bars  in  use  of  this  char- 
acter, the  tendency  being  to  make  the  part  exposed  to  the 
fire  in  small  sections  so  as  to  allow  for  expansion  without 
destroving  or  burning  the  bar. 

Second. — Those  of  which  the  McClave  and  Howe  bars 
are  types,  and  which  are  movable,  but  in  which  the  motion 
is  only  employed  for  discharging  the  ash  through  the 
bars;  and, 

Third. — Those  of  which  the  Wilkinson,  Murphy,  Bright- 
man,  and  Honey  are  types,  and  which  are  movable,  the 
motion  being  used  not  only  for  discharging  the  ash  into 
the  pit,  but  :nore  particularly  for  feeding  the  fuel  forward 
towards  a certain  point  where  the  ash  is  discharged. 

A table  giving  a classified  list  of  the  various  grates,  fur- 
naces, &c.,  as  far  as  they  have  come  to  the  attention  of  tlie 
Commission,  is  given  in  Appendix  E. 

Mr.  E.  B.  Coxe,  a member  of  this  Commission,  has  been 
experimenting  for  some  time  upon  the  c|uestion  of  the 
burning  of  small  coals,  and  should  the  result  justify  liim 
in  so  doing  he  will  read  before  one  of  the  engineering 
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societies  a paper  upon  that  subject,  and  another  pa}>er  upon 
the  construction  of  furnaces  to  burn  small  anthracite  eco- 
nomically. 

In  these  two  papers  certain  of  the  matters  that  have  been 
partially  discussed  here  will  be  treated  more  at  length,  and 
the  results  of  the  experiments  which  are  now  being  made, 
and  which  are  not  completed,  will  be  given. 

The  Commission  would  again  call  attention  to  the  im- 
portance of  reducing  by  careful  preparation  the  percentage 
of  slate  and  refuse  in  the  small  coals  as  low  as  it  can  be 
done  economically,  particularly  if  they  are  to  be  trans- 
ported any  distance,  as  there  seems  to  be  strong  evidence 
that  the  percentage  of  slate  and  ash  in  small  anthracites  is 
the  controlling  factor  in  fixing  their  commercial  value,  in- 
dicating, as  it  does  practically,  the  amount  of  fixed  carbon 
contained  in  them,  for  there  is  not  a very  great  difference 
in  the  amount  of  moisture  and  volatile  matter  contained 
in  the  various  anthracites. 

The  more  the  subject  is  studied  the  more  evident  it  be- 
comes that  the  smaller  coals  should  be  analyzed  from  time 
to  time,  not  only  by  the  producer  but  by  the  consumer.  It 
is  not  necessary  to  make  repeated  ultimate  analyses  once 
the  general  constitution  of  a coat  is  known,  that  is,  the  rela- 
tive percentages  of  moisture,  volatile  matter,  fixed  carbon, 
and  ash,  only  ash  determinations  need  be  made.  It  may 
be  necessary  occasionally  to  do  so  in  order  to  be  sure  that 
no  change  has  taken  place  in  the  character  of  the  vein  or 
veins  worked. 

It  is  thought  by  some  that  the  fixed  carbon  is  the  only 
one  of  the  component  parts  of  the  coal  which  gives  in  the 
furnace  the  number  of  calories  which  theory  would  indi- 
cate. The  hydrogen  and  hydro-carbons  do  not  seem  to  be 
utilized  in  the  production  of  heat  to  the  same  extent  as, 
theoretically,  they  should  be  [D-5,  No.  9,  page  100,  end  of 
first  pai'agraph],  so  that  the  fixed  carbon  has  really,  if  this 
view  be  true,  more  importance  in  determining  the  heat 
value  of  a coal  than  the  other  combustible  material.  In 
fact,  it  is  claimed  by  some  that  the  heat  developed  by  the 
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fixed  carbon  in  anthracite  is  greater  than  the  amount  of 
heat  that  would  be  developed  by  the  burning  of  the  same 
amount  of  fixed  carbon  of  charcoal.  [D-5,  No.  7,  page  81 , 
bottom  of  page.] 

The  Commission  does  not  in  any  way  indorse  these  sug- 
gestions, but  refers  to  them  only  for  the  purpose  of  drawing 
attention  to  the  question  and  eliciting  further  light  on  the 
subject  which  has  so  great  importance  in  fixing  the  true 
value  of  the  small  anthracites,  as  they  may  he  considered 
to  practically  consist  of  fixed  carbon  and  ash.  In  this  con- 
nection attention  would  he  specially  called  to  chapter  V., 
page  60,  volume  3,  of  the  Annual  Report  of  the  Geological 
Survey  of  Arkansas  of  1888,  in  which  considerable  atten- 
tion is  given  to  the  question  of  the  burning  of  coal. 

One  of  the  most  important  questions  which  occupied  the 
attention  of  the  Commission  was  the  value  of  the  old  culm 
and  slate  banks  which  have  been  accumulating  for  many 
years  in  the  anthracite  coal  region,  as  well  as  the  prospective 
value  of  those  which  are  now  being  made.  The  old  hanks 
may  be  divided  into  three  classes,  viz. : — 

First. — Those  banks  containing  only  culm ; that  is,  coal 
too  small  to  be  sold  at  the  time  the  bank  was  made. 

Second. — Rock  and  slate  banks,  consisting  exclusively  of 
rock  and  slate. 

Third. — The  ordinary  slate  banks,  consisting  of  various 
sizes  of  slate,  coal,  bony  coal,  and  slate-coal  mixed. 

Unfortunately,  in  most  cases  all  these  substances  have 
been  dumped  together.  Where  they  have  not  it  will  be 
much  easier  to  utilize  the  culm  in  the  culm  banks  and  the 
coal  in  the  slate  banks.  The  rock  banks  containing  no 
coal  are  useless. 

Not  only  has  the  value  of  the  banks  been  much  reduced 
by  mixing  the  slate  coal  and  rock  with  the  small  coal,  but 
not  infrequently  ashes,  old  lumber,  manure  and  other  ref- 
use have  been  dumped  with  them,  thereby  still  further  les- 
sening their  prospect  of  being  reworked.  Often,  either 
from  spontaneous  combustion,  accident,  or  maliciousness, 
fire  has  been  started  in  the  banks,  and  they  have  either 
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been  practically  consumed  or  so  damaged  as  to  destroy 
their  value. 

In  some  cases,  where  the  hanks  have  been  unfavorably 
situated,  a large  amount  of  coal  has  been  lost  by  weathering 
and  washing  away.  In  many  cases,  where  the  wet  method 
of  preparation  is  used,  a large  portion,  if  not  practically  all, 
of  the  culm  has  been  washed  down  the  streams  and  forever 
lost. 

It  seems  to  the  Commission  that,  in  view  of  the  future 
value  of  the  banks,  precaution  should  be  taken  to  stock 
separately,  as  far  as  po.ssible,  all  the  different  kinds  of 
refuse,  to  avoid  the  mixture  of  any  foreign  substance,  such 
as  ashes,  with  the  culm  or  slate  banks,  and  to  protect,  as 
far  as  possible,  the  banks  from  fire  and  washing  away. 
While  it  is  impossible  to  prevent  the  decomposition  of  coal 
b}"  the  action  of  the  air,  this  can  be  diminished  very  ma- 
terially by  making  the  ])anks  as  high  and  wide  as  possible, 
so  as  to  ex])Ose  the  minimum  amount  of  surface  for  a given 
quantity  of  culm  to  the  action  of  the  air. 

In  the  Wyoming  region,  in  the  neighborhood  of  Ply- 
mouth, and  in  the  Schuylkill  region,  in  the  neighborhood 
of  Shenandoah  City,  a large  amount  of  the  finer  culm 
[which  is  mixed  with  water  and  run  into  the  mines],  has 
been  and  is  being  utilized  for  the  purpose  of  filling  up  the 
already  partially  worked-out  mines,  either  for  the  purpose 
of  allowing  a larger  proportion  of  the  coal  to  be  worked,  or 
for  supporting  the  superincumbeiit  strata.  [I)-4,  No.  28.] 
In  Shenandoah  City  a large  portion  the  town,  which  was 
threatened  with  destruction  in  consequence  of  the  caving 
in  of  the  mines,  has  been  rendered  secure  by  filling  up 
the  old  workings  in  this  way.  In  many  cases  it  packs  so 
solidly  that  pillars,  which  would  otherwise  be  lost,  can  be 
worked  out,  the  roof  being  largely  supported  on  the  culm 
run  in.  Of  course  the  coal  in  the  culm  is  lost,  and  this 
might  be  saved  by  using  other  material  of  no  value,  such 
as  sand,  &c. 

A large  amount  of  the  slate,  rock,  and  culm  iias  been 
and  is  still  being  used  for  grading  railroads  and  common 
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roads,  filling  up  cave  holes,  &c.,  but  as  the  value  of  the 
culm  increases  its  use  for  this  purpose  will  probably  de- 
crease. 

The  coal  washed  down  the  streams  is  not  entirely  lost. 
In  some  places  where  pools  or  dams  occur  the  coal  deposits 
and  is  dredged  out  and  used  or  sold. 

At  Northumberland,  Pa.,  this  is  done  on  a large  scale  in 
the  dam  in  the  Susquehanna  River.  In  winter  holes  are 
cut  in  the  ice  over  the  places  where  the  coal  has  deposited 
and  it  is  dredged  out  by  hand,  loaded  on  sleds  and  hauled 
away.  In  warmer  weather  a steam  dredge  is  used  for  the 
same  purpose. 

In  order  to  determine  the  amount  of  waste  made  in  a 
breaker  ]>rovided  with  the  modern  appliances  for  saving 
the  small  coal  a test  was  made  at  Drifton,  Pa.,  of  the  refuse 
sent  from  the  iron  breaker  [D-2,  No.  27],  from  4 o’clock 
P.  M.,  September  20th,  until  9 o’clock  A.  M.,  September 
24th,  1892. 

It  was  desired  to  determine  the  general  character  of  the 
material  going  to  the  bank  and  to  see  whether  it  contained 
enough  carbon  to  burn,  if  dumped,  without  any  further 
preparation,  into  a cupola-like  furnace  with  forced  draught. 
To  do  so  successfully  it  would  probably  be  necessary  to 
remove  all  dust  and  No.  3 buckwheat,  so  as  not  to  choke 
the  draught.  Hence  the  column  in  the  accompanying 
table  headed  “ For  Burning  at  Mines.” 
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From  the  first  column  under  “ Fuel  Value”  (commercial) 
it  is  evident  that  the  larger  sizes  contain  so  little  carbon 
that  it  would  be  advisable  to  remove  everything  above  stove 
coal,  thus  diminishing  the  bulk  30  per  cent.,  with  a loss  of 
only  5 per  cent,  of  carbon,  and  it  is  doubtful  if  much  of 
this  carbon  from  these  large  lumps  could  be  utilized,  as  only 
their  surface  would  be  oxidized. 

After  removing,  in  addition,  the  No.  3 buckwdreat  and  dust 
(equal  to  43  per  cent.),  there  would  remain  27.25  per  cent, 
of  the  total  bank,  having  a coal  value  of  39  per  cent.  This 
with  a forced  draught  might  be  burnt.  The  table  shows 
that  if  the  Nos.  2 and  3 buckwheats  and  the  dust,  amounting 
to  47  per  cent,  of  the' total  bank,  and  having  a fuel  value  of 
75  per  cent,  of  good  coal,  were  burnt,  say,  with  a mechanical 
stoker,  there  might  be  a chance  of  utilizing  them  in  that  way. 

The  dust  from  the  settling-tanks  is  39.46  per  cent,  of  the 
total  bank,  or  (if  we  allow  4.5  per  cent,  to  come  with  the 
slate  from  the  jigs)  35  per  cent.  This  could  be  dumped 
separately  and  would  then  give  us  other  percentages.  Hence 
the  columns  headed  “ Without  Dust.” 

From  the  table  we  find  that  the  refuse  consisted  of  48.01 
per  cent,  o coal  and  51.99  per  cent,  of  absolute  slate ; that 
the  material  that  would  not  pass  through  a round  hole 
of  an  inch  in  diameter  contained  18.416  per  cent,  of  coal 
and  that  which  would  pass  through  29.595  per  cent,  of  coal 
(making  the  48.01),  if  we  a.ssume,  as  the  analysis  seemed  to 
show,  that  the  dust  was  about  75  per  cent,  pure  coal.  The 
18.416  per  cent,  included  not  only  the  pure  coal,  but  the  |- 
coal,  ^ coal,  and  coal,  reducing  them  to  their  equivalent 
value  of  pure  coal,  but  much  of  this  latter  is  not  at  present 
marketable.  The  actual  marketable  coal  thrown  away  was — 


Egg 0.539  per  cent,  of  bank. 

Stove 0.770  per  cent,  of  bank. 

Chestnut 3.155  per  cent,  of  bank. 


Total  large  size.s 


4.464  per  cent,  of  bank. 


Pea 

Buckwheat  . . . 
No.  2 buckwheat 
No.  3 buckwheat 


1.178  2)er  cent,  of  bank. 
1.200  per  cent,  of  bank. 
2.314  per  cent,  of  bank. 
2.683  per  cent,  of  bank. 


Total  small  sizes 


7.375  per  cent,  of  bank. 
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Total  of  all  sizes  11.839  of  bank,  which  is  2.48  per 
cent,  of  breaker  output  and  2.01  per  cent,  of  everything 
hoisted.  (Compare  pages  130  to  145  and  page  151  of  Ap- 
pendix A.)  The  coal  (48.01  per  cent.)  mixed  with  the  re- 
fuse is  9.88  per  cent,  of  breaker  output  and  8 per  cent,  of 
run  of  mine  hoisted,  and  the  actual  slate  is  11.12  per  cent, 
of  breaker  output  and  9 of  run  of  mine  hoisted. 

What  was  actually  sent  to  the  bank  is  21  per  cent,  of 
breaker  output  and  17  per  cent,  of  run  of  mine.  The  dust, 
which  is  39.46  per  cent,  of  the  bank,  is  8.28  per  cent,  of 
breaker  output  and  6.70  per  cent,  of  run  of  mines. 

Notes  on  Test. 

Sampling. — The  original  sample  consi.sted  of  13  cars  (37.06  tons),  which 
were  dumped  in  a pile  from  Tuesday,  4 o’clock  P.  M.,  till  Saturday, 
9 o’clock  A.  M.  (September  20th  to  24th,  1892,  inclusive),  1 car  being 
taken  out  of  every  15  from  the  total  that  was  hauled  to  the  slate  bank 
during  that  time.  A smaller  sample,  which  amounted  to  about  15 
tons,  was  taken  (by  cutting  3 grooves  from  bottom  to  the  top  and  3 
lengthwise.)  This  was  further  reduced  to  2i  tons,  which  was  sized 
and  separated  in  the  laboratory. 

Steamer. — Steamer  was  the  largest  size  of  coal  or  slate  found,  and  was 
all  very  Hat. 

The  f coal  from  this  would  make  chestnut  and  all  below,  if  crushed. 
The  i coal  was  slate  and  coal  closely  interstratified.  About  half  of 
this  would  do  for  crushing  to  chestnut  and  all  below. 

The  N coal  not  suitable  for  crushing. 

The  pure  slate  is  solid,  heavy  slate,  very  flat. 

Broken.- — Broken  not  quite  as  flat  as  steamer. 

The  I coal  suitable  for  chestnut  and  all  below,  if  crushed. 

The  t coal  suitable  for  pea  and  all  below,  if  crushed. 

The  i coal  not  suitable  for  crushing,  but  still  having  this  fuel  value. 
The  f coal  not  suital)le  for  crushing,  but  still  having  this  fuel  value. 
The  pure  slate,  good,  heavy  slate,  but  not  so  flat  as  steamboat  slate. 

Egg. — Pure  coal  from  egg  mostly  flat  and  thin.  Bone  more  or  less 
cubical. 

The  f coal  suitable  for  chestnut  and  all  below,  if  crushed. 

The  J coal  suitable  for  pea  and  all  below,  if  crushed. 

The  4'  coal  not  suitable  for  crushing ; friable  and  interstratified. 

The  pure  slate  flat  and  long. 
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Slave. — Pare  coal  is  all  first  class. 

I coal.  Coal  approaching  wliat  is  known  as  iron  gray  included  in  this. 

Much  of  this  could  go  to  market. 

I coal  contains  much  real  iron  gray  ; would  do  for  buckwheats. 

I coal  rather  fiat.  Nothing  to  be  gained  by  crushing. 

Pure  slate  (90  percent,  slate),  very  thin  and  heavy. 

Chestnut. — Pirre  coal  first  class. 

f coal.  All  this  would  he  passed  as  coal  in  opinion  of  Coal  Inspector. 
(Three-quarter  coal  is  that  which  has  a slight  layer  of  slate  on  it 
or  approaches  iron  gray.  All  of  it  fairly  cubical.) 
coal  contains  bone,  and  real  iron  gray.  By  crushing  it  would 
make  buckwheat,  as  it  is  not  flat. 

:(  coal.  Nothing  gained  by  crushing.  INIostly  very  flat. 

Pure  slate  (90  per  cent,  slate),  flat. 

Pea  and  Buckwheats. — Separated  by  zinc  chloride  solution  of  1.70  specific 
gravity,  all  that  floated  being  considered  coal  hj'  Coal  Inspector.  Not 
much  bone  in  slate  that  sank. 

According  to  rules  for  inspection  in  force  at  the  time  of  samj^ling  the 
allowable  i)er  cent,  of  slate  and  hone  was; — 

In  broken IJ  per  cent,  of  slate  and  bone. 

In  egg 1 per  cent,  of  slate  and  2 i^er  cent.  bone. 

In  stove 3.V  j>er  cent,  of  slate  and  bone. 

In  chestnut 41-  per  cent,  of  slate  and  bone. 

The  Commission  desires  to  call  the  attention  of  the  peo- 
ple of  the  Commonwealth  to  the  great  intportance  of  the 
enormous  quantit}^  of  culm,  bony  coal,  and  slate  coal  now  on 
the  surface  in  the  dirt  banks,  and  which  is  being  rapidly 
increased.  At  the  present  time  less  of  the  finer  coals  is 
thrown  away,  but  it  is  only  a few  years  since  practically 
everything  below  pea  coal  was  considered  refuse. 

This  coal  is  a very  valuable  fuel  for  several  reasons. 
In  the  first  place,  it  tvill  not,  under  ordinary  circumstances, 
take  fire,  and  therefore  can  be  stocked  cheaply.  It  is  a 
smokeless  fuel  and  makes  a very  clean  fire,  which  is  a 
great  advantage  in  many  manufacturing  industries.  It  can 
be  })urchased  for  a very  low  price  at  the  mines.  It  is  the 
opinion  of  the  Commission  that  not  only  is  the  culm  avail- 
able, hut  that  a very  large  percentage  of  the  slate  banks, 
if  roughly  sized,  could  be  used  with  economy  and  profit  for 
making  steam ; provided  they  are  burnt  where  they  exist 
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and  do  not  have  to  bear  much  expense  of  transportation. 
The  capacity  of  any  fuel  to  bear  transportation  decreases 
very  rapidly  as  the  percentage  of  ash  inci’eases. 

In  many  places  in  Europe  coal  which  is  no  purer  than 
the  average  of  many  slate  banks  is  used  at  or  near  the  col- 
lieries for  making  steam.  AVith  the  improvements  now 
being  made  in  furnaces,  grates,  &c.,  for  burning  fine  coal,  it 
is  probable  that  all,  except,  possibly,  the  actual  dust,  will 
eventually  be  sent  to  market,  and  that  the  local  consump- 
tion for  steam  will  be  supplied  by  the  inferior  or  slaty  coal 
which  is  not  suitable  for  shipment. 

The  firm  of  Coxe  Bros.  & Co.  have  already  begun  to  in- 
vestigate the  subject  with  a view  of  erecting  a furnace  for  the 
purpose  of  determining  how  high  the  percentage  of  ash  in 
bony  and  slate-coal  must  be  in  order  to  prevent  its  burning 
in  large  quantities  in  a properly  constructed  furnace.  Ob- 
servations made  upon  slate  banks  which  have  been  on  fire 
lead  to  the  conclusion  that  coal  containing  much  more  slate 
and  other  impurities  than  is  generally  supposed  to  he  suf- 
ficient to  render  it  incombustible,  will  burn  under  proper 
conditions  on  a large  scale.  Little  or  nothing  has  been 
done  in  this  field,  but  the  Commission  thinks  it  wise  to 
call  the  attention  of  those  interested  to  the  possibility  of 
obtaining  valuable  commercial  results  in  this  direction. 
It  is  of  great  importance  to  the  prosperit}^  of  the  interior  of 
the  State  that  the  attention  of  those  who  are  engaged  in 
such  industries  as  require  either  heat  or  steam  at  a low 
price  be  called  to  the  great  advantages  offered  by  the  an- 
thracite coal  regions  and  their  immediate  vicinity  for  such 
enterprises.  With  the  culm,  bony  coal,  slate  coal,  &c.,  ob- 
tainable at  low  prices,  with  a good  climate,  healthy  sur- 
roundings, good  water,  and  unequaled  railroad  facilities, 
giving  direct  communication  with  the  Mississippi  River, 
the  Great  Lakes,  and  the  seaboard,  it  is  doubtful  whether 
any  part  of  the  countiy  offers  greater  advantages  for  profit- 
able investments  of  this  kind.  The  inferior  coal  should  not 
be  taken  to  the  point  of  consumption,  but  the  point  of  con- 
sumption should  be  brought  to  it. 
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The  great  industrial  establishments  that  have  been  built 
up  around  Scranton  bj^  the  use  of  cheap  fuel  indicate  what 
is  possible  in  this  line.  The  coal  regions,  employing  as 
they  do  only  men  and  hoys,  offer  great  advantages  to  those 
industries  which  can  employ  female  labor,  of  which  there 
is  a surplus  there. 

The  Commissioners  wish  it  to  be  understood  that  this 
report  is  and  can  be  only  a preliminary  examination 
of  the  question.  They  realize  fully  how  far  from  com- 
plete it  is  in  every  branch  of  the  subject  that  has  been 
considered ; but  the  time  and  means  at  their  disposal 
prevented  it  from  being  otherwise.  They  hope  that  it 
will  call  the  attention  of  the  engineering  profession,  of 
the  manufacturer,  of  the  producer,  and  the  consumer  of 
coal,  and  of  all  those  interested  in  the  welfare  of  the  State 
and  our  great  industries,  to  the  lines  in  which  effort  should 
be  made  to  utilize  that  which,  now  called  waste,  is  really  a 
storehouse  of  energy  and  a source  of  wealth.  It  offers  a 
better  field  to  the  energetic,  active,  and  enterprising  young 
men  of  the  country  than  many  of  the  gold  and  silver  min- 
ing districts  of  the  world. 

One  of  the  most  important  and  suggestive  parts  of  this 
report  is  the  estimates  of  coal  in  the  ground,  coal  mined, 
coal  lost,  &c.,  contained  in  Mr.  Smith’s  report  (Appendix  A). 
The  Commission  do  not  consider  it  wise  to  condense  what 
he  has  written,  but  respectfully  urge  all  those  who  may 
read  this  publication  to  study  the  figures  he  has  given  with 
attention  ; they  will  well  repay  the  labor  expended  on  them. 

In  conclusion,  the  Commission  wishes  to  thank  the  coal 
mining  and  railroad  companies,  the  private  operators,  and 
those  engaged  in  the  practical  management  of  the  Avorks,  for 
the  enormous  amount  of  very  valuable  information  which 
has  been  generously  furnished  to  it.  Without  the  active 
co-operation  of  these  gentlemen  it  would  have  been  impos- 
sible to  have  obtained  much  of  the  more  valuable  material 
contained  in  this  report. 

ECKLEY  B.  COXE, 

IIEBER  S.  THOMPSON, 
WILLIAM  GRIFFITH, 

Commissioners, 


APPENDIX  A-1. 


By  a.  D A'.  Smith,  Philadelphia. 


ESTIMATE  OF  THE  ORIGINAL  GEOLOGICAL  AN- 
THRACITE COAL-FIELD  OF  PENNSYLA'ANIA. 

Our  knowledge  of  the  extent  of  the  original  anthracite 
coal-field  and  the  number  and  the  thickness  of  its  coal- 
beds is  quite  too  insufficient  to  make  any  estimate  possible 
other  than  a very  broad  generalization. 

Professor  J.  P.  Lesley  in  the  third  volume  of  his  Final 
Report  PennsjTvania  Geological  Survey  will  give  in  full 
the  argument  for  the  hypothesis  that  the  carboniferous  coal- 
field covered  the  whole  State  of  Pennsylvania,  and  many  of 
the  neighboring  States  as  well. 

Accepting  this  hypothesis,  we  are  still  confronted  with 
the  question  as  to  what  portion  of  this  great  coal-field  was 
changed  into  an  anthracite  coal  and  how  much  remained 
bituminous.  That  the  anthracitic  condition  was  pro- 
duced by,  or  closely  connected  with,  the  great  uplifting 
and  folding  of  the  strata  which  took  place  at  the  close  of 
the  Carboniferous  period  is  not  questioned. 

The  disturbed  area  is  well  defined,  but  how  much  of  the 
coal  of  the  beds  which  covers  this  area  was  changed  to 
anthracite  we  do  not  know ; that  it  all  was  not  changed 
would  seem  to  be  shown  by  the  Broad  Top  coal-field  in 
Huntingdon  County,  although  in  the  midst  of  the  dis- 
turbed region  the  coal-beds  are  semi-bituminous. 

Of  the  vast  anthracite  coal-fields  originally  existing  there 
remains  preserved  from  erosion  only  some  480  square 
miles,  separated  into  different  fields  and  basins  by  the  un- 
derlying rocks.  In  many  of  the  basins  none  but  the  lowest 
coal-beds  have  been  preserved. 

That  the  anthracite  field  extended  far  to  the  east  is  shown 
by  the  small  patches  of  anthracite  in  Rhode  Island  which 
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liave  been  preserved  from  erosion.  This  would  seem  to 
fix  the  Delaware  River  (the  State  line)  as  the  eastern  limit 
of  the  Pennsylvania  field. 

The  northern  limit  is  approximately  fixed  by  the  Ber- 
nice coal  basin  in  Sullivan  County,  where  the  coal  is  an 
anthracite,  while  in  the  Barclay  basin,  some  15  miles  north- 
west, the  coal  is  semi-hituminous. 

The  Allegheny  Mountains,  the  eastern  limit  of  the  exist- 
ing bituminous  field,  prohibits  a further  western  extension, 
while  the  Broad  Top  field  in  Huntingdon  Count}^  would 
seem  to  limit  the  extension  of  the  field  in  a southwesterly 
direction. 

In  the  large  area  in  the  southeastern  part  of  the  State, 
comprised  in  Northamjiton,  Lehigh,  Berks,  Lancaster,  York, 
Adams,  Chester,  Montgomery,  Bucks,  Philadelphia,  and  Del- 
aware Counties,  erosion  has  carried  away  every  trace  of  any 
coal-beds  that  may  have  existed  there,  and  many  thousands 
of  feet  of  tlie  undeidying  strata  as  well.  Accepting,  however, 
the  hypothesis  that  “the  carboniferous  coal-fields  originally 
covered  the  whole  State,  and  that  the  anthracite  condition 
was  caused  by  or  was  attendant  upon  the  uplifting  and 
folding  of  the  coal-beds  and  surrounding  strata,”  as  South- 
eastern Pennsylvania  was  the  scene  of  greatest  disturbance, 
it  would  seem  reasonable  to  suppose  that  any  bituminous 
coal-beds  deposited  here,  were  changed  to  anthracite,  or, 
owing  to  the  great  pressure  and  disturbance,  possibly  to  a 
graphite. 

We  would  have  then  in  the  south  and  southeast  the 
boundaries  of  the  State  as  the  extreme  limit  of  the  original 
Pennsylvania  anthracite  fields. 

As  to  the  number  and  the  thickness  of  the  coal-beds  con- 
tained in  the  original  geological  coal-field,  our  oidy  definite 
knowledge  is  to  be  gained  by  a study  of  the  beds  still 
remaining. 

The  accompanying  sheet  of  columnar  sections  illustrates 
tlie  number  and  thickness  of  the  existing  beds  throughout 
the  field. 

Probably  the  highest  workable  coal-bed  is  the  Brewery 
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bed  found  in  the  Southern  coal-field  some  1900  feet  above 
the  Mammoth  bed. 

The  number  of  coal-beds  and  the  thickness  of  each  that 
perhaps  once  existed  above  the  Brewery  bed  Ave  do  not 
know. 

A columnar  section  in  the  neighborhood  of  Pottsville 
would  show  some  20  workable  coal-beds  between  (and  in- 
cluding) the  Brewery  and  Buck  Mountain  beds,  with  an  es- 
timated total  average  thickness  of  108  feet,  some  72  per 
cent,  or  78  feet  of  which  is  estimated  to  he  Avorkable  coal. 

At  Tamaqua  a fewer  number  of  beds  show  109  feet  or  78 
feet  of  coal. 

At  Shamokin  the  section  from  the  Tracy  bed  (the  sixth 
beloAv  the  Brewery)  down  shows  70  feet,  77  per  cent,  or  54 
feet  of  coal. 

At  Shenandoah  from  the  Little  Tracy  down  the  section 
shows  113  feet  or  87  feet  of  coal. 

In  the  Eastern  Middle  field  all  but  one  or  two  of  the 
beds  above  the  Mammoth  have  been  carried  away  by 
erosion. 

In  the  Northern  field  probably  the  highest  existing  Avoid- 
able bed  is  the  NeAV  bed,  only  some  600  feet  above  the  Ben- 
nett or  Mammoth. 

At  Wilkes-Barre  the  section  shoAvs  some  11  Avoidable 
beds  with  a thickness  of  85  feet,  81.8  per  cent,  or  69  feet 
estimated  as  Avoidable  coal. 

A consideration  of  these  columnar  sections  Avould  indicate 
that  the  original  coal-field  had  in  the  neighborhood  of  the 
existing  fields  an  average  thickness  of  probably  not  less 
than  75  feet  of  coal  in  workable  beds.  If  Ave  estimate  1900 
tons  per  foot  acre,  1 acre  75  feet  thick  Avould  contain  152,- 
500  tons,  say  150,000  tons,  and  1 square  mile  640  times  this, 
or  96,000,000  tons. 

In  order  that  Ave  may  have  some  general  idea  of  the  rela- 
tion betAveen  the  existing  and  the  original  anthracite  field, 
the  folloAving  propositions  might  be  assumed  : — 

First. — That  lines  draAvn,  inclosing  all  the  existing  field, 
Avould  include  the  original  field. 
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There  is  probahl}'  no  reason  to  suppose  but  that  the  origi- 
nal field  was  of  much  greater  extent.  These  boundaries 
are,  however,  used  as  the  smallest  possible  area  for  the  field. 

A line  drawn  from  the  northeast  end  of  the  Northern 
field  to  Bernice,  to  Dauphin,  to  Mauch  Chunk,  to  point  of 
beginning  (Fig.  A,  B,  C,  D,  see  ma]>,  page  56),  the  result- 
ing polygon  would  inclose  all  the  existing  Pennsylvania 
anthracite  fields,  and  have  an  area  of  about  8300  square 
miles,  and  a contents,  estimating  96,000,000  tons  per  square 
mile,  of  306,600,000,000  tons.  If  we  assume  this  to  have 
been  the  contents  of  the  original  field,  the  contents  of  the 
existing  field,  19,500,000,000  tons,  is  about  6 per  cent,  of 
this. 

Second. — That  the  original  field  is  included  between  two 
parallel  lines  having  the  same  general  direction  as  the 
trend  of  the  measures,  the  northeiai  line  just  including  the 
Bernice  basin  and  the  southern  line  along  the  Blue  Ridge, 
extending  from  the  State  line  at  the  Delaware,  and  hounded 
on  the  west  by  a line  drawn  at  right  angles  about  half  way 
between  Dauphin  and  the  Broad  Top  coal-field  (Fig.  E,  F, 
G,  li),  the  area  inclosed  would  contain  roughly  some  9000 
square  miles,  and  would  have  had  a contents,  estimating 
96,000,000  tons  per  square  mile,  of  846,009,000,000  tons,  of 
which  the  now  existing  fields  contain  about  2 per  cent. 

Third. — That  tlie  original  anthracite  field  covered  all  of 
Southeastern  Pennsjdvania,  and  is  inclosed  within  the  area 
included  within  the  State  boundaries  on  the  east  and  south, 
with  the  same  north  boundary  as  in  the  second  proposition, 
and  on  the  w^est  by  a north  and  south  line,  passing  to  the 
east  of  the  Broad  Top  field  (Fig.  E,  F,  I,  J,  K,  H).  Roughly 
estimated,  this  area  would  contain  aboutl7,U00  square  miles  ; 
estimating  96,000,090  tons  per  square  mile,  the  contents 
would  be  1,632,000,000,000  tons,  of  which  the  now  exist- 
ing field  contains  a little  more  than  1 per  cent. 

Results. 

The  preceding  estimates  would  show  that  the  existing 
Pennsylvania  anthracite  fields,  before  mining  commenced. 
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contained  not  more  than  6 per  cent.,  probably  about  2 per 
cent.,  and  possibly  only  1 per  cent,  of  the  coal  deposited 
in  workable  beds  in  the  original  geological  coal-field  before 
erosion. 

ESTIMATE  OF  EXISTING  ANTHRACITE  COAL- 
FIELD BEFORE  COAL  MINING  BEGAN. 

The  anthracite  coal-fields  of  Pennsylvania  are  found 
within  some  3300  square  miles,  about  484  square  miles 
of  which  contain  workable  coal-beds.  The  field  is  com- 
prised in  a number  of  separate  basins,  and  has  been 
divided  geographically  into  Northern,  Eastern  Middle, 
Western  Middle,  and  Southern  fields. 

The  recently  completed  mine  sheets  of  the  Geological 
Survey  map  (on  a scale  of  800  feet  to  1 inch)  the  whole  area 
covered  by  workable  coal-beds,  showing  the  mine  workings 
in  each  bed,  the  outcrop  of  the  principal  beds,  and  the  limit 
of  the  workable  beds,  as  well  as  the  surface  features  and  ele- 
vations; in  connection  with  these  sheets  there  are  published 
a series  of  cross-sections,  across  each  basin  or  field,  showing 
the  actual  or  probable  position  of  each  coal-bed  under- 
ground on  the  vertical  plane  cut  by  the  cross-section ; also, 
a series  of  columnar  sections,  showing  the  thickness  of  the 
coal-beds  and  intervening  strata  at  right  angles  to  the  dip 
as  cut  in  the  shafts,  tunnels,  rock  slopes,  and  bore-holes 
throughout  the  field. 

The  estimate  of  contents  is  based  upon  these  mine,  cross- 
section,  and  columnar  section  sheets  published  by  the  Geo- 
logical Survey  ; upon  the  reports  of  the  first  Geological 
Survey,  published  in  1858 ; upon  some  2500  bed  sections 
obtained  in  part  from  the  note-books  of  the  Geological  Sur- 
vey, and  in  p>art  from  the  officers  of  the  operating  com- 
panies ; and  general  information  from  various  sources. 

In  the  estimate  only  the  coal  in  workable  beds  is  consid- 
ered. In  the  Northern  field,  where  the  measures  are  com- 
paratively flat,  2.5  feet  of  coal  is  taken  as  the  minimum, 
while  in  the  other  fields,  where  the  beds  are  usually  found 
dipping  at  high  angles,  2 feet  is  used. 
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In  all  four  of  the  coal-fields,  but  more  especially  iii  the 
Western  IMiddle  and  Southern,  there  are,  in  addition  to  the 
beds  which  have  been  named  and  identified  from  place  to 
place,  other  coal-beds,  usuall_y  called  “ leaders,”  which  fre- 
quently, and  some  of  the  persistent  ones  usually,  exceed  the 
requirements  of  workable  thickness  and  quality  ; as  some  of 
these  leaders  are  workable,  I have  to  a small  extent  con- 
sidered them  in  making  u})  the  average  thickness  of  the 
adjacent  beds. 

The  Method. 

Some  three  methods  have  been  used.  The  principal  one 
employed,  and  by  which  the  bulk  of  the  estimate  has  been 
made,  is  as  follows  ; — 

First. — (a.)  The  coal-fields  have  been  divided  into  a num- 
ber of  small  areas,  the  cross-section  lines  usually  being  the 
dividing  lines  and  determining  the  number  and  size  of 
these  ai’eas. 

{b.)  The  area  in  acres  underlaid  by  the  lowest  workable 
bed  as  defined  on  the  published  sheets  has  been  carefully 
determined,  as  follows : The  mine  sheets  are  blocked  in 
2000'  squares,  the  number  of  squares  wholly  underlaid  by 
the  lowest  workable  bed  were  counted  and  the  acres  com- 
puted ; then  the  irregular  area  which  was  left,  was  measured 
by  the  planimeter  and  acreage  computed,  the  sum  being  the 
total  acreage  for  area.  The  correctness  of  the  computation 
was  checked  by  repeating  the  measurements,  the  mean  of 
the  results  being  taken  as  the  correct  one ; and  later  by  a 
comparison  of  the  totals  for  each  field  with  the  measure- 
ment of  the  field  made  on  a reduced  map,  scale  1 mile  to  1 
inch. 

(c.)  The  ratio  of  the  per  cent,  of  coal  to  that  of  refuse  in 
the  beds  in  each  field  is  obtained  by  taking  all  the  bed  sec- 
tions that  have  been  collected  from  aii}^  one  field,  and  first 
determining  the  per  cent,  of  coal  in  each  bed  section,  elim- 
inating all  refuse,  including  bony  coal,  then  taking  the 
avei’age  of  all  the  sections,  the  result  obtained  is  used  as 
the  factor  for  that  field. 
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{d.)  The  published  cross-sections  were  next  considered, 
and  the  probable  average  thickness  of  the  coal  on  each  sec- 
tion, were  it  all  contained  in  one  horizontal  bed,  having 
the  length  of  the  surface  underlaid  by  the  lowest  workable 
bed  (as  shown  on  section),  was  determined  ; the  details  of 
how  these  average  thicknesses  were  obtained  is  best  de- 
scribed with  the  first  cross-section  considered.  See  page  62. 

(e.)  The  contents  of  tlie  areas  is  now  obtained  by  multi- 
pl}dng  the  mean,  of  the  average  thickness  of  coal  on  the 
bounding  sections  by  the  number  of  acres  in  the  area,  by 
the  number  of  tons  in  one  acre  of  coal  one  foot  thick,  de- 
scribed in  detail  table  A,  page  75. 

Second. — In  the  Eastern  Middle  field,  which  comprises  a 
number  of  small  unconnected  basins,  it  seemed  best  to  cal- 
culate the  area  and  estimate  the  contents  of  each  bed  sepa- 
rately ; this  was  made  easy  here  by  the  publication  on  the 
mine  sheets  of  the  outcrops  of  nearly  all  the  workable 
beds.  This  method  was  also  used  in  the  areas  between  the 
several  ends  of  fields  and  the  nearest  cross-section. 

Third. — The  estimate  of  the  contents  of  the  Panther 
Creek  basin.  Southern  coal-field  mine  sheets  I.,  IT,  and 

111.,  is  copied  from  the  estimate  made  under  the  direction 
of  the  late  Charles  A.  Ashburner,  by  a method  devised  b}^ 
him  and  described  in  full  in  Keport  AA,  chapter  V. 

The  surface  and  bed  areas  for  Western  Middle  sheets  I., 

11.,  III.,  and  IV.,  were  also  computed  under  Mr.  Ashbur- 
ner’s  direction.  Professor  Lesley  has  kindly  allowed  me  to 
make  use  of  these  computations  for  this  estimate. 

Specific  Gravity. 

The  number  of  tons  in  an  acre  of  coal  one  foot  thick  is 
determined  by  the  weight  of  a cubic  foot  of  coal ; this  va- 
ries in  different  benches  of  the  same  bed,  in  different  parts 
of  a field,  and  in  different  fields.  To  speak  with  certainty 
as  to  the  probable  average  weight  of  a cubic  foot  of  coal 
from  any  one  or  all  of  the  fields  would  require  a number 
of  determinations  in  quantity  of  the  coal  from  the  differ- 
ent beds  and  from  many  parts  of  the  field. 
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111  this  estimate  I have  usuall}^  taken,  as  the  best  autlior- 
ity  available,  tlie  laboratory  determinings  of  Mr.  A.  S 
McCreath,  the  chemist  of  the  Geological  Survey.  It  should 
be  noted  that  tlie  results  thus  obtained  are  higher  than 
those  in  general  use,  giving  a larger  yield  per  acre,  and 
consec{uently  a greater  estimate  of  contents  for  tlie  fields. 

The  specific  gravity  which  has  been  used  is  noted  witli 
the  estimate  of  each  field. 

ESTIMATE  OF  THE  ORIGINAL  CONTENTS  NORTH- 
ERN COAL-EIEED,  INCLUDING  THE  BERNICE 
COAL  BASIN. 

The  coal  of  the  Northern  field  is  found  in  one  great  basin 
55  miles  long  and  from  2 to  6 miles  wide,  with  perhaps  a 
dozen  more  little  patches  of  coal  lying  close  to  but  not  now 
connected  with  the  main  basin.  The  dijis  are  usuall}"  very 
gentle,  though  occasionally  reaching  40  or  50  degi’ees  in  the 
southwestern  cmcI  of  the  field. 

The  estimate  of  contents  has  been  made  from  the  cross- 
sections  {First  Method),  but  in  the  areas  between  either  end 
of  the  basin  and  the  nearest  section  the  contents  of  each 
bed  was  estimated  separately. 

The  following  discussion  of  the  first  cross-section  used, 
No.  K,  will  apply  to  all  that  follow.  See  }xige  63. 

Column  a gives  the  name  of  each  workable  bed  found  on 
the  section. 

Column  h gives  the  probable  average  thickness  of  the 
bed  ; this  average  is  supposed  to  apply  to  the  area  inclosed 
within  lines  drawn  half-wa}^  between  the  adjoining  section 
on  either  side,  and  is  assigned,  after  a careful  consideration 
of  the  bed  sections  and  bed  thicknesses  shown  by  shaft, 
tunnel,  and  bore-hole  sections  within  this  territory,  in  con- 
nection with  the  geological  structure. 

Column  c gives  the  probable  average  thickness  of  coal  in 
each  bed  and  is  obtained  in  the  Northern  field  by  taking 
81.8  per  cent,  of  the  thickne.ss  assigned  to  the  bed. 

Eight  hundred  and  ninety-one  bed  .sections  well  distrib- 
uted throughout  this  field,  eliminating  all  refuse,  including 


bony  coal  in  the  refuse,  give  as  an  average  81 .8  per  cent, 
coal,  18.2  per  cent,  refuse. 

Column  d gives  the  total  length  of  each  bed,  measured 
on  the  section  ; where  the  dips  are  gentle  this  length  is  but 
little  greater  than  the  length  of  surface  underlaid  by  the 
bed,  but  where  the  dips  are  steep  the  difference  is  very  de- 
cided, and  is  an  important  consideration  in  the  estimate. 

Column  dc  gives  the  length  of  each  bed  if  lengthened 
out  into  a bed  with  the  coal  but  one  foot  thick,  and  is  ob- 
tained by  multiplying  column  d by  column  c. 

The  sum  of  column  dc  divided  by  the  surface  length  un- 
derlaid by  the  lowest  workable  coal-bed,  measured  on  sec- 
tion, gives  the  probable  thickness  of  the  coal,  imagining  it 
to  be  all  in  one  horizontal  bed  with  a length  equal  to  the 
surface  length  of  the  lowest  workal)le  bed. 

Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheet  23. 

N.  C.  F.,  cross-section  sheets  8 and  9. 

N.  C.  F.,  columnar  section  sheets  16. 


Cross-Section  No.  K. 


a. 

Name  of  Bed. 

h. 

Average 
thickness 
of  bed. 

C. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

d. 

Length 
of  bed. 

dc. 

Length  of bed. 
Coal  1 foot 
thick. 

Shaft 

Clifford 

Total  coal  reduced  to  units 
Surface  length  underlaid  bj 
Average  thickness  of  coal 

Feet. 

6.5 

4.8 

of  one  foot 
lowest  woi 
er  foot  of  s 

Feet. 

5.32 

3.92 

in  thicknes 
kable  bed  . 
urface  . . . 

Feet. 

4,700 

10,4.50 

s 

Feet. 

2.5,004 

40,964 

(i.5,968 

10,340 

6.38 

Remarks. 

On  the  south  side  of  the  basin  there  is  a bed  between  the 
Shaft  and  Clifford  beds  from  2 to  G feet  thick;  this  is  not 
included  in  the  estimate,  as  it  is  counterbalanced  (more  or 
less)  by  the  fact  that  on  the  north  side  of  the  basin  there  is 
an  area  of  somewhat  uncertain  extent  where  no  coal  below 
the  Shaft  bed  is  found  of  ivorkable  thickness. 


Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheets  21  and  22. 

N.  C.  F.,  cross-section  sheets  8 and  9. 

X.  C.  F.,  columnar  section  sheets  15  and  IG. 


Cross-Section  No.  .J. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Avei-.  thick- 
ness of  coal, 
81.8  per  cent. 

Length 
of  bed. 

Lengi  hof  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

“Top”  coal 

7.;i 

6.0 

5,640 

33,840 

Shaft  or  “ Jlottom  ” coal  . 

6.2 

5.1 

6,300 

32,130 

Third 

3.8 

3.1 

3,350 

10,385 

Dunmore 

3.5 

2.9 

4,600 

13,340 

Total  coal  reduced  to  units  of  one  foot 

in  thickness  .... 

89,695 

Surface  underlaid  by  lowest  workal)le  bed  . . . . 

8,180 

Avera>j:e  thickness  of  coal  per  foot  of  surface  . . 

10.96 

Remarks. 


The  Third  coal-bed,  which  is  shown  on  the  section  as  a 
split  of  the  “ Rottoni  ” coal,  and  the  Dunmore  bed  have  not 
been  found  at  their  northern  outcrop,  and  I have  estimated 
these  beds  as  workable  for  about  one-half  of  their  natural 
length  on  line  of  section. 

The  “Top”  and  “Bottom”  coal-beds  are  extensively 
worked  in  this  vicinity. 

Reference : — 

Geological  Survey  of  Pennsylvania. 

X.  C.  F.,  mine  sheets  19  and  20. 

X.  C.  F.,  cross-section  sheets  8 and  9. 

X.  C.  F.,  columnar  section  sheet  15. 

Cross- Section  No.  I. 


Name  of  Bed. 

.Average 
thickness 
of  lied. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

Length 
of  bed. 

Lengi  hof  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Grassy  Island 

!t.O 

7.30 

2,140 

15,750 

New  County 

3.0 

2.45 

6,040 

14,798 

Arch  bald 

9.5 

7.77 

11,580 

89,977 

Dunmore  beds 

2.8 

2.28 

4,860 

11,129 

Total  coal  reduced  to  units  of  one  foot  in  thickness 

131,654 

Surface  underlaid  by  lowest  workable  bed  . . . 

14,130 

Average  thickness  of  coal 

per  foot  of  surface  . . 

9.32 

Go 


Remarks. 

The  Dunmore  beds  are  not  worked  in  vicinity  of  this 
section,  but  have  been  shafted  in  one  or  two  places  on  the 
north  dip.  I have  estimated  that  there  is  a workable  bed 
for  about  one-third  of  the  sectional  length. 

Grassy  Island  bed  worked  at  Glenwood  shaft. 

New  County  bed  not  worked. 

Archbald  principal  bed  of  district  and  extensively 
worked;  same  bed  as  the  “Top”  and  “Bottom”  coal  of 
Carbondale  district. 

Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheets  17  and  18. 

N.  C.  F.,  cross-section  sheets  G,  7,  and  8. 

N.  C.  F.,  columnar  section  sheet  14. 


Cross-Section  No.  II. 


Name  of  Bed. 

Average 
thiekuess 
of  bed. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

Length 
of  bed. 

Length  of bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Small  coal 

3.0 

2.45 

3,050 

7,472 

Diamond 

3.8 

3.11 

5.050 

15,705 

Rock 

5.6 

4.58 

10,260 

46,990 

Grassy  Island  .... 

8.8 

7.20 

11,600 

83,520 

New  Countv  .... 

4.0 

3.27 

13,470 

44,047 

Clark 

7.3 

5.97 

14,740 

87,998 

Dunmore  No.  1 . . . 

4.0 

3.27 

17,130 

56,015 

Dunmore  No.  2 . . . 

o o 

1.80 

19,170 

34,506 

Dunmore  No.  3 ...  . 

“>.5 

2.05 

20,720 

42,476 

Total  coal  reduced  to  units  of  one  foot 

in  thickness  .... 

418,729 

Surface  length  underlaid  by  lowest  workable  bed 

20,300 

Average  thickne.ss  of  coal  per  foot  of  surface  . . . 

20.65 

Remarks. 

All  the  beds  shown  by  this  section  have  been  worked  at 
one  or  more  places  in  the  vicinity,  excepting  the  “ small 
coal  ” and  the  Rock  bed,  the  thicknesses  assigned  to  these 
were  determined  by  the  shaft  and  bore-hole  records. 

The  Grassy  Island  bed  is  the  one  now  most  extensively 
worked. 


Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheets  15  and  16. 

N.  C.  F.,  cross-section  sheets  6,  7,  and  8. 

N.  C.  F.,  columnar  section  sheets  9,  10,  11,  and  12. 

Cross-Section  No.  G. 


Name  of  Beil. 

Average 
tliickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

Length 
of  bed. 

Length  of bed. 
Coal  1 foot 
thick. 

Brisbin  or  Olyphant  No.  ], 
Richmond  or  Olyphant  \ 

No.  2 ‘ f 

Coal  bed  “ Church  Slope,” 

Diamond  bed 

Rock  bed 

Big  bed  

Clark  bed 

Dunmore  No.  1 

Dunmore  No.  2 

Dunmore  No.  3 

Total  coal  reduced  to  units 
Surface  length  underlaid  b 
Average  thickness  of  coal  j 

Feet. 

s.u 

5.5 

3.9 

9.7 

6.1 

11.5 

6.5 

3.5 

4.0 

3.0 

of  one  foot 
y lowest  wo 
ler  foot  of  s 

Feet. 

6.54 

4.50 

3.20 

7.93 

5.00 

9.40 

5.32 

2.S6 

3.27 

2.45 

in  thickne 
rkable  bed 
urface  . . 

Feet. 

3,300 

4,580 

6,600 
12,420 
9, .340 
15,200 
18,700 
21,340 
22,730 
24,630 

=s  .... 

Feet. 
21, .582 

20,610 

21,120 

98,490 

46,700 

142,880 

99,484 

61,032 

74,327 

60,343 

646,568 

24,250 

26.66 

Remarks. 

All  the  beds  shown  by  this  section  have  been  worked  to 
a greater  or  less  degree  in  the  neighborhood. 

The  Dunmore,  Big,  and  Clark  are  the  principal  beds  and 
have  been  worked  most  extensively. 

The  Dunmore  beds  are  here  at  their  best,  and  are  mined 
to  a large  extent  in  the  neighborhood  of  Dunmore. 


Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheets  13  and  14. 

N.  C.  F.,  cross-section  sheets  6,  7,  and  8. 

N.  C.  F.,  columnar  section  sheets  10,  11,  and  12. 
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Cross-Section  No.  F. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

feet. 

Feet. 

Feet. 

Feet. 

Olvpbant  No.  2 

5.3 

4.34 

3,90U 

16,926 

“Church  Slope”  .... 

4.0 

3.27 

6,350 

20,765 

Diamond 

9.2 

7.53 

10,400 

78,312 

Rock 

7.0 

5.73 

11,100 

63,603 

Big 

12.5 

10.23 

12,050 

123  272 

New  County 

8.5 

(1.95 

1 2,300 

85,485 

Clark 

8.5 

(i.95 

14,500 

100,775 

*Dunmore  No.  1 (No.  4)  . 

3.2 

2.02 

4,410 

11,554 

Dunmore  No.  2 (No.  5)  . 

4.4 

3.60 

19,200 

69,120 

Total  coal  reduced  to  units  of  one  foot 

in  thickness  .... 

569,812 

Surface  length  underlaid  by  lowest  workable  bed 

19,100 

Average  thickness  of  coal  per  foot  of  surface  . . 

29.83 

*It  is  doubtful  if  Diiuiuore  No.  1 (No.  4 bed)  is  workable  for  more  than  a portion  of 
its  extent  (say  one-fourth),  and  I have  estimated  accordingly. 

Remarks. 

All  of  the  beds  are  worked  and  several  of  them  exten- 
sively ; the  Dunmore  beds  are  especially  well  developed  on 
south  side  of  the  basin,  but  have  not  been  worked  on  the 
north. 


Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheets  11  and  12. 

N.  C.  F.,  cross-section  sheets  6,  7,  and  8. 

N.  C.  F.,  columnar  section  sheets  7,  8, 9,  and  10. 

Cross-Section  No.  E. 


N ame  of  Bed . 

Average 
thickness 
of  bed. 

.Vver.  thick- 
ness of  coal, 
81.8  percent. 

Length 
of  bed. 

Lengthof  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Marcv  (New  County)  . . 

7.5 

6.14 

8,000 

49,120 

Clark  

6.0 

4.90 

12,350 

60,515 

Red  Ash 

11.5 

9.40 

17,200 

161,680 

Total  coal  reduced  to  units  of  one  foot  in  thit  kness  .... 

271,315 

Surface  length  underlaid  by  lowest  workable  bed 
Average  thickness  of  coal  )>er  foot  of  surface 


17,050 

15.91 


Remarks. 

All  these  beds  are  tvorked,  but  the  Clark  less  than  the 
others.  The  Red  Ash  bed  is  regarded  as  the  equivalent  of 
the  Dunmore  beds. 


68 


Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheets  9 and  10. 

N.  C.  F.,  cross-section  sheets  6,  7,  and  8. 

N.  C.  F.,  columnar  section  sheets  6,  7,  and  8. 


Cross-Section  No.  D. 


Name  of  Bed 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

Lengtli 
of  lied. 

Length  of  bed. 
coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Seven  Foot  or  Checker  . . 

G.5 

5.32 

] 2,530 

66,660 

Pittston 

10.6 

8.67 

16,000 

138,720 

Marcv 

7.8 

6.38 

18,400 

1 1 7,392 

Fourth 

4.S 

3.93 

8,000 

31 ,440 

Red  Ash 

10..5 

8.59 

24,240 

208,222 

Total  coal  reduced  to  units  of  one  foot 

in  thickness  .... 

562,434 

Surface  leiigith  underlaid  by  lowest  workable  bed 

23,680 

Average  thickness  of  coal  per  foot  of  surface  . . 

23.75 

Remarks. 

All  the  beds  are  worked  exceed  the  Fourth  bed.  I have 
estimated  about  one-half  of  its  extent  to  be  workable. 

The  Pittston  bed,  regarded  as  the  equivalent  of  the  Bal- 
timore bed,  is  the  principal  bed  of  the  district,  and  has  been 
very  extensively  mined. 

The  buried  river  valley,  with  a depth  of  50  to  200  feet  of 
wash,  has  cut  out  several  of  tlie  upper  coal-beds.  Mining 
beneath  it  is  very  hazardous. 


References : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheets  7 and  8. 

N.  C.  F.,  cross- section  sheets  2a,  2b,  and  2c. 

N.  C.  F.,  columnar  section  sheets  1,  3,  4,  and  5. 
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Cross-Section  No.  C. 


Name  of  Bed. 


New  ... 
Snake  Island 
Abbott  , 
Bowkley 
Hilbiian 
Lance 
Cooper 
Bennett 
Checker 
Ross  . 

Red  Ash 


Surface  lensctli  underlaid  by  lowest  workable  bed 
Average  thickness  of  coal  i^er  foot  of  surface  . . 


Average 

tliickness 

Aver,  thick- 
ness of  coal, 

Length 

Length  of  bed, 
Coal  1 foot 

of  bed. 

81.8  per  cent. 

thick. 

Feet. 

3.7 

Feet. 

3.03 

Feet. 

810 

Feet. 

2,4.54 

7.4 

6.05 

1,630 

9,862 

5.3 

4.34 

2,740 

11,892 

6.4 

5.24 

4,200 

22,008 

10.0 

8.18 

11,390 

93,1 70 

5.8 

4.74 

11,750 

55,695 

8.9 

7.28 

20,120 

146,474 

8.5 

6.95 

22.170 

1.54,082 

5.0 

4.09 

16,200 

66,258 

lo.O 

8.18 

29,480 

241,146 

14.0 

11.45 

30,850 

3.53,2.33 

of  one  foot 

in  tliickne.s.s  .... 

1,156,274 

30,400 

38.03 


R EM  ARKS. 

The  Checker  bed  is  the  only  one  which  has  not  been 
worked,  and  I have  regarded  it  as  workable  tor  only  a part 
of  its  probable  extent. 

The  Ross  and  Red  Ash  beds  are  in  some  places  found  in 
two  splits,  and  in  some  instances  the  splits  are  worked  sep- 
arately. 

The  Cooper  and  Bennett  beds  when  found  together  are 
called  the  Baltimore  bed.  This  is  the  principal  bed  of  the 
region. 

The  buried  river  valley,  with  a depth  of  50  to  200  feet  of 
wash,  has  cut  out  several  of  the  upper  coals.  Mining 
beneath  it  is  very  hazardous. 


Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheets  5 and  6. 

N.  C.  F.,  cross-section  sheets  2a,  26,  and  2c. 
N.  C.  F.,  columnar  section  sheets  1 to  5. 


Cross-Section  No.  B. 


Name  of  Beif. 

Average 
thickness 
of  bed. 

Aver.ttiick- 
iiess  of  coal, 
81.8  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet . 

Feet. 

Feet. 

New  or  Auble 

.3.7 

3.00 

6,090 

18,270 

Snake  Island 

5.0 

4.09 

6,200 

25,358 

Seven  Foot,  Hutchison  . . 

5.5 

4.50 

10,000 

45,000 

Kidnev,  Bowkley,  Lance  . 

5.3 

4.34 

16,290 

70,699 

Hillman 

9.2 

7.53 

17,865 

134,523 

Lodgement 

4.0 

3.27 

5,000 

16,350 

Five  Foot,  Old  Bennett  . . 

6.5 

5.32 

18,770 

99,856 

Lance,  Five  Foot  .... 

6.0 

4.91 

9,210 

45,221 

Cooper  

8.0 

6.54 

21,200 

138,648 

Bennett  . . ...... 

9.5 

7.77 

22,800 

177,156 

Checker  ....  ... 

4.5 

3.68 

10,000 

36,800 

Boss 

9.0 

7.36 

24,300 

178.848 

Red  Ash 

18.0 

14.72 

25,700 

378,304 

Total  coal  reduced  to  units  of  one  foot 

in  thickness 

1,365,033 

Surface  length  underlaid  by  lowest  workable  bed 

. ...» 

24,550 

Average  thickness  of  coal  per  foot  of  surface  . . . 

•55.60 

Remarks. 

The  Seven  Foot,  Snake  Island,  and  New  or  Auble  beds 
are  not  worked,  but  are  cut  by  Soutli  Wilkesbarre  shaft. 

The  Cooper  and  Bennett  beds  are  together  on  the  south 
side  of  the  basin  in  vicinity  of  Wilkesbarre,  and  form  the 
Baltimore  bed. 

The  Red  Ash  bed  is  frequently  in  two  splits,  which  are 
sometimes  worked  separatel}c 

The  buried  river  valley,  with  a depth  of  50  to  200  feet  of 
wash,  has  cut  out  several  of  the  upper  coals.  Mining 
beneath  it  is  very  hazardous. 


Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  P.,  mine  sheets  3 and  4. 

N.  C.  F.,  cross-section  sheets  2a,  26,  and  2c. 
N.  C.  F.,  columnar  section  sheets  1 to  5. 
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CpvOss-Sectiox  No.  A. 


Name  of  Bed. 

Average 
tliickiiess 
of  bed. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

George 

4,6 

3.76 

4,090 

15,378 

Mills 

7.0 

5.73 

4,920 

28,192 

Hillman  Slope 

7.0 

5.73 

6,610 

37,875 

Lance  or  Four  Foot  . . . 

4.0 

3.27 

6,650 

21,745 

Cooper  

6.5 

5.32 

9,050 

48,146 

Bennett  

7.8 

6.38 

9,910 

63,226 

Twin 

5.0 

4.09 

12,410 

50,757 

Boss 

8.0 

6.55 

14.500 

94.975 

Back  Mountain  (Red  Ash), 

10.0 

8.18 

16,000 

130,880 

Total  coal  reduced  to  units 

of  one  foot 

in  thickness  .... 

491,174 

Surface  length  underlaid  by  lowest  workable  bed 

14,900 

Average  thickness  of  coal  per  foot  of  surface 

32.97 

Remarks. 

The  Mills,  Hillman,  Bennett,  and  Buck  Mountain  are  the 
principal  beds. 

What  is  here  called  the  Buck  Mountain  is  probably  iden- 
tical with  the  upper  split  of  the  Red  Ash. 


Reference : — 

Geological  Survey  of  Pennsylvania 
N.  C.  F.,  mine  sheet  2. 

N.  C.  F.,  cross-section  sheet  1. 

N.  C.  F.,  columnar  section  sheet  5. 

Cross-Section  No.  4. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Mills 

6.6 

5.40 

600 

3,240 

Hillman 

8.5 

6.95 

2,550 

17,723 

Cooper  

6.0 

4.90 

4,420 

21,658 

Bennett  or  Forge  .... 

6,5 

5.32 

5,540 

29,473 

Twin 

4.0 

3.27 

7,140 

23,348 

Ross 

12.0 

9.82 

10,350 

101,637 

Buck  Mountain 

7.5 

6.14 

10,200 

62,628 

Total  coal  reduced  to  units  of  one  foot 

in  thickness 

259,707 

Surface  length  underlaid  by  lowest  workable  bed 

8,900 

Average  thickness  of  coal  per  foot  of  .surface  . . . 

29.18 

Remarks. 

The  Buck  Mountain,  Ross,  Forge,  and  Cooper  beds  are 
•worked.  The  Ross  is  the  principal  bed. 
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Reference : — 

Geological  Survey  of  Pennsylvania. 
N.  C.  F.,  mine  sheet  2. 

N.  C.  F.,  cross-section  sheet  1. 

N.  C.  F.,  columnar  section  sheet  5. 

Ckoss- Section  No.  3. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal 
81  8 per  cent. 

Length 
of  bed. 

Length  of  bed 
Coal  1 foot 
ttiick. 

Feet. 

Feet. 

Feet. 

Feet. 

Forge  or  Bennett  .... 

5.0 

4.09 

2,610 

10,675 

Church 

6.0 

4.91 

3,170 

15,565 

Ross 

<3  5 

5.82 

4,500 

2.3,940 

Buck  Mountain 

9.5 

7.77 

7,150 

55,556 

Total  coal  reduced  to  units  of  one  foot 

in  thickness 

105,736 

Surface  length  underlaid  by  lowest  workable  bed 6.490 

Average  thickness  of  coal  per  foot  of  surface 16.29 


Remarks. 

The  Ruck  Mountain  (Red  Ash)  is  the  principal  bed  in 
thickness  as  well  as  extent,  and  is  quite  extensively  worked 
from  Dupont  drift,  and  also  mined  at  the  Flasselman  drift. 


Reference  : — 

Geological  Survey  of  Pennsylvania. 
N.  C.  F.,  mine  sheets  23  and  24. 

Area  No.  1. 


From  Northeast  End  of  Coal-Field  to  Cross-Section  No.  K. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

Surface  and 
bed  area  in 
acres. 

Probable  orig- 
inal contents 
in  tons. 

Shaft 

Feet. 

6.71 

Feet . 
5.5 

140.7 

1,454,838 

Clifford 

4.90 

4.0 

1071.4 

8,056,928 

Probable  original  contents  of  area  No.  1 

9,511,766 

Remarks. 

The  basin  is  quite  flat  here,  and  I have  regarded  the  bed 
area  to  be  the  same  as  the  surface  area. 


Reference : — 

Geological  Survey  of  Pennsylvania. 

N.  C.  F.,  mine  sheets  1 and  2. 

Area  No.  14. 

From  Cross-Section  No.  3 to  SoutJuvest  End  of  Cocd-Fiehl. 


1 Average 
XameofBed.  ' thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
81.8  per  cent. 

Surface  area 
iu  acres. 

Fed  nrpq  in  I’robable  orig- 

acres!  ^"4 

in  tons 

Feet. 

Feet. 

Church  . . . i 5.0 

4.09 

175.00 

190.00  1,4()0,94S 

Ross 6.5 

5.32 

560.00 

600.00  ‘ 6,000,960 

Red  Ash  ...  8.7 

7.12 

937.64 

1012.65  13,554,928 

Probable  original  contents  of  area  No. 

14  . . . 

^ 21,016,836 

Reference : — 

Pennsylvania  Geological  Survey.  Annual  Report 
1885,  chapter  XI.,  and  Map  in  Atlas  to  Report. 

Area  No.  15. 

Bernice  Coed  Basin,  Stdlivcm  County,  Pa. 

The  shipments  from  this  basin  have,  since  1884,  been 
included  in  the  Northern  coabfield  or  Wyoming  region 
tonnage,  and  for  that  reason  the  estimate  of  the  original 
contents  of  this  area  is  included  with  the  Northern  field. 

Two  coal-beds  are  found  in  this  basin.  The  upper  bed 
“ B ” is  mined.  “ Bed  ‘ A’  gives  no  promise  of  a workable 
bed.” 

The  area  underlaid  by  bed  B,  as  shown  approximately  on 
the  map  of  the  basin  contained  in  Atlas  to  Annual  Report, 
1885,  is  1950  acres  ; the  dips  are  gentle,  and  bed  and  sur- 
face areas  may  be  regarded  as  the  same.  The  sections  of 
bed  B,  published  in  the  Annual  Report,  1885,  would  show 
the  coal  to  vary  between  8 and  9 feet  in  thickness.  Taking 
8.5  feet  as  the  average  for  the  basin  would  give  31,161,000 
tons  as  the  probable  original  contents. 

Probable  original  contents  of  area  No.  15  . . . 31,161,000 
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Table  A which  follows  shows  the  estimate  of  contents  for 
the  whole  field.  The  following  explanation  of  the  table  is 
now  in  place  : — 


Explanation  op  Table  A. 

The  field  has  been  divided  by  the  cross-section  lines  into 
14  separate  divisions  and  nnmbered  1 to  14  from  northeast 
to  southwest.  (See  map.) 

Column  No.  1 gives  the  number  assigned  to  each  area. 

An  area  is  always  understood  to  mean  tlie  area  of  the 
lowest  workable  coal-bed  between  the  cross-sections  bound- 
ing it. 

Column  No.  2 gives  the  letter  or  number  of  the  cross- 
sections  bounding  the  areas. 

Column  No.  3 gives  the  probable  average  thickness  of 
the  coal  at  each  cross-section,  imagining  the  coal  to  be  all 
contained  in  one  bed  having  the  extent  of  the  lowest  work- 
able bed.  The  method  and  data  for  arriving  at  these  aver- 
ages are  given  in  detail  in  the  preceding  pages. 

Column  No.  4 gives  the  mean  of  the  probable  average 
thickness  of  coal  at  the  cross-sections  bounding  each  area, 
and  is  taken  as  the  probable  average  thickness  of  coal 
within  the  included  area. 

Column  No.  5 gives  the  number  of  acres  of  the  lowest 
workable  coal-bed  in  each  area,  measured  on  the  published 
mine  sheets  800'  to  V of  the  Pennsylvania  Geological  Sur- 
vey. 

Column  No.  6 gives  ihe  estimated  contents  of  each  area 
in  long  tons,  and  is  got  by  multiplying  column  No.  4 by 
column  No.  5 by  1880,  which  is  taken  as  the  number  of 
tons  per  acre  per  foot  in  thickness  of  coal  in  this  field. 

Several  determinations  by  McCreath,  Pennsylvania  Geo- 
logical lleport,  1885,  page  314,  ivould  show  the  average 
specific  gravit}'  of  the  Baltimore  bed  in  the  vicinity  of 
Wilkes-Barre  to  be  1.578.  This  is,  perhaps,  too  high  an 
average  for  all  the  beds  of  the  entire  field,  so,  lacking  more 
definite  information,  I liave  used  1.55  or  90.0  pounds  to  the 


cubic  foot,  or  1880  tons  per  acre  per  foot  thickness  of  coal  in 
the  following  estimate  : — 


Table  A. 

Estimcde  of  Total  Orujinal  Contents  Northern  Coal-Field. 


1. 

Between 

Probable  aver- 

•4.  ; 

Probable  aver- 

0. 

Surface  area 

b. 

Probable  origi- 

Area  No. 

cross-sec- 

tions. 

coal  ar  cross 
sections. 

' 

age  thickness  of  lowest  workable 
ooal  for  areas,  i bed  in  acres. 

nal  contents  in 
tons. 

Feet. 

Feet. 

*1  . . . 

K 

1,071.4 

9,511,766 

2 . . . 

{ 

K 

.1 

6.38 

10.96 

1 

1 

8.67 

5,927.8 

96,620,768 

3 . . . 

1 

i 

J 

I 

10.96 

9.32 

1 

f 

10.14 

5,822.0 

110,985,950 

4 . . . 

1 

1 

H 

9.32 

20.65 

\ 

j 

14.98 

10,845.5 

305,537,256 

5 . . . 

1 

i 

II 

Gr 

20.65 

26.66 

} 

23.65 

10,180.8 

452,658,729 

6 . . . 

t 

\ 

G 

F 

26.66 

29.83 

} 

1 

r 

28.25 

9,892.1 

525,369,431 

7 . . . 

t 

\ 

F 

E 

29.83 

15.91 

22.87 

5.644.8 

242,701,562 

8 . . . 

f 

\ 

E 

D 

15.91 

23.75 

\ 

i 

19.83 

13,483.5 

502,670,273 

9 . . 

1 

1 

D 

C 

23.75 

38.03 

1 

f 

30.89 

13,667.3 

793,703,846 

10  . . . 

{ 

C 

B 

38.03 

55.60 

] 

f 

46.82 

13,429.8 

1,182,112.483 

11  . . . 

{ 

B 

A 

55.60 

32.97 

1 

f 

44.28 

11,587.7 

964,634,309 

12  . . . 

1 

i 

A 

4 

32.97 

29.18 

} 

31.08 

6,593.9 

385,284,214 

13  . . . 

t 

\ 

4 

3 

29.18 

16.29 

1 

1 

22.74 

1,717.2 

73,412,361 

*14  . . . 

3 

1,012.6 

21,016,836 

15  . . . 

Bernice  b 

asin. 

S.5 

1,950.0 

.31,161,000 

Totals  . 

112,826.4 

5,697,380,784 

*Area  Ko.  1 from  uortheast  end  of  field  to  cross-section  K,  and  area  No.  14  from 
cross-section  3 to  southwest  end  of  field,  the  contents  of  each  bed  has  been  estimated 
separately,  given  in  detail  pages  72  and  73. 

Total  surface  area  lowest  workable  coal-bed,  112,826.4 
acres,  or  176.29  square  miles. 

Estimated  total  original  contents  Northern  coal-field, 
5,697,380,784  tons. 


ESTIMATE  OF  THE  ORIGINAL  CONTENTS 
EASTERN  MIDDLE  COAL-FIELD. 


The  Eastern  Middle  field  is  comprised  in  some  20  coal 
basins,  usually  separated  one  from  the  other  by  anticlinal 
ridges  of  Pottsville  conglomerate,  whose  resistance  to  erosion 
has  preserved  these  patches  of  softer  coal  measures  in  the 
synclinal  hollows.  The  total  area  imderlaid  by  the  lowest 
workable  bed  in  this  field  is  a little  less  than  33  square 
miles. 

In  estimating  the  quantity  of  coal  it  was  thought  best  to 
take  the  natural  divisions  made  by  the  principal  basins,  and 
to  make  a separate  estimate  of  the  amount  of  coal  in  each 
bed;  this  was  made  easier,  as  the  number  of  beds  are  less 
than  in  the  other  fields,  and  as  the  outcrops  of  most  of  them 
are  given  on  the  mine  sheets.  But  little  explanation  will 
be  needed  of  the  following  tables  : — 

Column  No.  1 (see  page  77)  gives  name  of  bed. 

Column  No.  2 probable  average  thickness  of  the  beds. 
These  thicknesses  have  been  assigned,  after  a careful  con- 
sideration of  the  bed  sections  and  bed  thicknesses  shown  by 
shaft,  tunnel,  or  bore-hole  sections  within  the  basin,  in  con- 
nection with  the  geological  structure. 

Column  No.  3 shows  the  probable  average  thickness  of 
coal  in  each  bed  in  this  field.  It  is  taken  as  77  per  cent,  of 
the  bed  thickness. 

Column  No.  4 shows  the  surface  acreage  of  each  bed  usu- 
ally measured  by  planimeter  on  the  mine  sheets,  but  a 
star  (■")  above  the  acreage  indicates  that  it  has  been  esti- 
mated. 

Column  No.  5 gives  the  probable  bed  area  of  each  coal-bed. 
The  ratio  of  surface  area  to  bed  area  was  approximately 
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obtained  from  the  published  sections  across  the  basins ; the 
beds  not  infrequently  pitch  40  or  50  degrees,  making  the 
increased  area  an  important  factor  in  the  estimate. 

Column  No.  6 gives  the  probable  original  contents  of 
each  bed,  and  is  obtained  by  multiplying  the  bed  acres  by 
the  average  thickness  of  coal  in  the  bed  by  the  number  of 
tons  per  foot  acre  (1960  used  in  this  field). 

Eight  determinations  by  McCreath,  Pennsylvania  Geo- 
logical Survey,  Annual  Report,  1885,  page  314,  of  coal  from 
the  Mammoth  and  Wharton  beds  give  an  average  specific 
gravity  of  1.614.  As  these  samples  were  taken  from  different 
points  in  the  field,  it  gives  perhaps  a fair  average,  so  I have 
used  1.614  or  100.85  pounds  to  a cubic  foot,  or  1960  tons  per 
acre  to  each  foot  in  thickness  of  coal. 


Reference : — 

Geological  Survey  of  Pennsylvania. 
E.  M.  C.  F.,  mine  sheets  3 and  4. 

E.  M.  C.  F.,  cross-section  sheet  4. 

E.  M.  C.  F.,  columnar  section  sheet  4. 


Area  No.  16. 

Pond  Creek  and  Buck  Mountain  Basins. 


1. 

Name  of  Bed. 

2. 

Average 
'thickness 
of  bed. 

3 

Average 
thickness 
of  coal,  77 
per  cent. 

4 

Surface 

area, 

acres. 

0. 

Bed  area 
in  acres. 

6. 

Probable  origi- 
nal contents 
in  tons. 

Wharton 

Feet. 

6.0 

Feet. 

4.62 

*88 

98 

887,409 

Gamma 

2..5 

1.93 

*290 

325 

1,229,410 

Buck  Mountain  .... 

13.5 

10.39 

939 

1040 

21,189,168 

Probable  original  contents  of  area  No.  16 

23,305,987 

7.S 


Reference : — 

Geological  Survey  of  Pennsylvania. 

E.  M.  C.  F.,  mine  sheets  1 and  5. 

E.  M.  C.  F.,  cross-section  sheets  1,  2,  and  4. 
E.  M.  C.  E.,  columnar  section  sheets  1 and  4. 
Area  No.  17. 

Cross  Creek  and  JCoodside  Basins. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

area, 

acres. 

Bed  area 
in  acres. 

Probable  origi- 
nal contents 
HI  tons. 

IMainmoth 

Feet. 

14 

Feet. 

10.78 

*130 

169 

3,570,767 

Wharton 

() 

4.62 

*300 

360 

3,259,872 

Gaimna 

4 

3.08 

*800 

960 

5,795,328 

Buck  Mountain  .... 

14 

10.78 

1600 

1760 

37,186,688 

Probable  original  contents  of  area  No.  17 ] 49,812,000 


Reference : — 

Geological  Survey  of  Pennsylvania. 

E.  M.  G.  E.,  mine  sheets  1,  2,  and  5. 

E.  M.  G.  F.,  cross-section  sheets  1,  2,  and  4. 
E.  M.  G.  F.,  columnar  section  sheet  2. 
Area  No.  18. 


Big  Black  Creek  Basin 


Name  of  Bed. 

Average 
thickness 
of  lied. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

area, 

acres. 

Bed  area 
in  acres. 

Proltahle  origi- 
nal contents 
in  tons. 

Mam  moth 

Feet. 

27.0 

Feet. 

20.79 

910 

1037 

42,256,090 

AVbarton  and  Gamma  . 

3.5 

2.70 

1370 

1561 

8,260.812 

Buck  IMountain  .... 

15.0 

11.55 

3236 

1830 

41,427,540 

Probable  original  contents  of  area  No.  18 

91,944,442 

The  Wharton  bed  is  only  worked  near  west  end  of  basin. 
I estimate  that,  including  with  it  the  Gamma  bed  sometimes 
of  a workable  thickness,  that  a thickness  of  3.5  feet  might 
be  counted  u})on  for  whole  area  underlaid  by  the  Wharton. 

The  Buck  Mountain  is  perhaps  not  a workable  bed  in 
the  western  half  of  the  basin,  so  I have  estimated  on  about 
one-half  of  its  total  area,  giving  it  a liberal  thickne.ss  of  15 
feet. 


Reference : — 

Geological  Survey  of  Pennsylvania. 
E.  M.  C.  F.,  mine  sheets'!  and  2. 

E.  M.  C.  F.,  cross-section  sheet  2. 

E.  i\L  C.  F.,  columnar  section  sheet  1. 
Area  No.  19. 

Little  Black  Creek  Basin. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

areas, 

acres. 

Bed  area 
in  acres. 

Probable  origi- 
nal contents 
in  tons. 

Mam  moth 

Feet. 

40 

Feet. 

30.80 

2.80 

364 

21,973,952 

Buck  ■Mountain  .... 

r> 

O 

2.31 

9.66 

12.56 

5,686,665 

Probable  ori<;:inal  contents  of  area  No.  If) 

27,660,617 

Diamond  drill  borings  show  two  or  three  small  and  ir- 
regular beds  below  the  Mammoth  ; these  are  not  positively 
identified.  I have  estimated  that  the  combined  thickness 
below  the  Mammoth  equivalent  to  a 3-foot  bed  with  the 
area  given  the  Buck  Mountain  bed  on  the  mine  sheets. 

Refer  ence : — 

Geological  Survey  of  Pennsylvania. 

E.  M.  C.  F.,  mine  sheet  11. 

E.  M.  C.  F.,  cross-section  sheet  6. 

E.  M.  C.  F.,  columnar  section  sheet  6. 

Area  No.  20. 


{East)  Black  Creek  and  Stony  Creek  Basins. 


F ame  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

area, 

acres. 

Bed  area 
in  acres. 

Probable  orig- 
inal contents 
in  tons. 

Feet. 

Feer. 

Mammoth 

12 

9.24 

172 

198 

3,585,8.59 

IVharton 

8 

6.16 

279 

320 

3,863,552 

Buck  Mountain  .... 

3 

2.31 

482 

554 

2^50S'290 

Back  -Mountain  (Stony 

Creek  Basin)  .... 

0 

0 

90? 

Probable  original  contents  of  area  No.  20 

9,957,701 

No  coal-beds  have  been  opened  in  the  Stony  Creek  basin. 
Some  90  acres  are  shown  on  the  mine  sheets  as  possibly 
underlaid  by  the  Buck  Mountain  bed.  No  estimate  of 
quantity  for  this  area  is  made. 
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Reference : — 

Geological  Surve}^  of  Pennsylvania. 

E.  M.  C.  F.,niine  sheets  11,  13,  and  14a. 

E.  M.  C.  F.,  cross-section  sheet  6. 

E.  M.  C.  F.,  columnar  section  sheets  6 and  7. 

Area  No.  21. 

( West)  Black  Creek  Basin. 


Name  of  Bed. 

Average 
tbickiiess 
of  bed. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

area, 

acres. 

Bed  area 
in  acres. 

Probable  orig- 
inal contents 
in  tons. 

Mammoth 

Feet. 

9.0 

F eet. 

G.93 

86 

95 

1,290,366 

Wharton 

7.5 

5.77 

291 

412 

4,659,390 

Gamma 

2.5 

1.93 

350 

472 

1,785,481 

Buck  Mountain  .... 

7.0 

5.39 

1061 

1379 

14,568,307 

Probable  original  contents  of  area  No.  21  ...  . 

22,303,544 

Reference  : — 

Geological  Survey  of  Pennsylvania. 

E.  M.  C.  F.,mine  sheets  13,  14,  and  14a. 
E.  M.  C.  F.,  cross-section  sheet  G. 

E.  M.  C.  F.,  columnar  section  sheet  7. 


Area  No.  22. 

Roberts’  Ran  and  McCauley  Basins. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

area. 

acres. 

Bed  area 
in  acres. 

Probable  orig- 
inal contents 
in  tons. 

IMammoth 

Feet. 

11.0 

Feet. 

8.47 

109 

153 

2,539,983 

Wharton 

4.5 

3.46 

130 

182 

1,234,251 

Gamma 

2.5 

1.93 

*215 

312 

1,180,233 

Buck  Mountain  .... 

11.5 

8.85 

323 

458 

7,944,468 

Probable  original  contents  of  area  No.  22 

12,898,935 

81 


Reference : — 

Geological  Survey  of  Pemisylvania. 

E.  M.  C.  F.,mine  sheets  1,  2,  5,  and  11. 

E.  M.  C.  F.,  cross-section  sheets  1,  3,  4,  and  5. 
E.  M.  C.  F.,  columnar  section  sheets  3 and  6. 

Area  No.  23. 

Hazleton  Basin. 


Name  of  Bed. 

Avfrage 
thickness 
of  bed. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

area, 

acres. 

Bed  area 
in  acres. 

Proliable  orig- 
inal contents 
in  tons. 

Feet. 

Feet. 

Primrose 

5.0 

3.85 

*617 

728 

5,493,488 

Mammoth 

25.0 

19.25 

1830 

2159 

81,459,070 

tParlor  \ 
Wharton  j 

7.9 

5.39 

3925 

3925 

41,465,270 

Gamma 

2.5 

1.93 

*3700 

4070 

15,395,996 

Buck  Mountain  .... 

2.5 

1.93 

4948 

5789 

21,898,629 

Probable  original  contents  of  area  No.  23 

165,712,453 

t Parlor  bed,  only  a small  area  of  workable  thickness,  and  is  included  with  the  Wharton 
bed  in  the  estimate. 


Reference : — 

Geological  Survey  of  Pennsylvania. 

E.  M.  C.  F.,  mine  sheets  7,  8,  and  10. 

E.  M.  C.  F.,  cross-section  sheets  4 and  5. 

E.  M.  C.  F.,  columnar  section  sheets  4,  5,  and  6. 

Area  No.  24. 

Beaver  Meadow  and  Dreck  Creek  Basins. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

area, 

acres. 

Bed  area 
in  acres. 

Probable  orig- 
inal contents 
in  tons. 

Mammoth 

Feet. 

28 

Feet. 

21.56 

1337 

1738 

73,443,708 

Wharton 

8 

6.16 

2273 

2841 

34,301,097 

Gamma 

5 

3.85 

*3379 

4122 

31,104,612 

Buck  Mountain  .... 

3 

2.31 

4270 

5124 

23,199,422 

Buck  Mountain  .... 

1200 

0 

Alpha  bed 

3 

2.31 

*200 

240 

1,086,624 

Probable  original  contents  of  area  No.  24 

163,135,463 

The  probable  area  of  Buck  Mountain  bed,  in  the  Dreck 
Creek  basin  (1200  acres),  is  shown  in  table,  but  no  beds  in 
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this  basin  have  yet  been  found  of  a workable  thickness  and 
quality. 

The  Alpha  bed  is  worked  in  the  neighborhood  of  Beaver 
Brook.  The  estimate  of  the  area  workable  is  necessarily  a 
rough  approximation.  . . 


Preference : — 

Geological  Survey  of  Pennsylvania. 

E.  iNI.  C.  F.,  mine  sheets  10,  11,  12,  and  13. 
E.  M.  C.  F.,  cross-section  sheet  5. 

E.  M.  C.  F.,  columnar  section  sheet  5. 

Area  No.  25. 

Green  Mountain  Basins  Nos.  1 to  5. 


Name  of  Bed. 

Averafie 
thickness 
of  bed. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

area, 

acres. 

Bed  area 
in  acres. 

Probable  orig- 
inal contenis 
in  tons. 

Wharton 

F eet. 
4.0 

F eet . 

3.08 

*88 

103 

621,790 

Gamma 

5.0 

3.85 

*230 

284 

2,143,064 

Buck  jMountain  .... 

9.5 

7.32 

900 

1184 

16,987,084 

Pi’obable  original  contents  of  area  No.  25 

19,751,938 

Preference : — 

Geological  Survey  of  Pennsylvania. 
E.  M.  C.  F.,  mine  sheets  Sa  and  9. 

Area  No.  26. 

Silver  Brook  Basins. 


Name  of  Bed. 

Average 
thickness 
of  bed 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 

area, 

acres. 

Bed  area 
in  acres. 

Probable  origi- 
nal contents 
in  tons. 

Mammoth 

Feet. 

20.0+1 

Feet. 

15.40 

*37 

48 

1,448,832 

Skidmore 

5.0 

3.85 

*400 

480 

3,622,080 

Buck  Mountain  .... 

6.5 

5.00 

930 

1116 

10,936,800 

Probable  original  contents  of  area  No.  2(3 

16,007,712 
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The  estimate  of  all  the  basins  brought  forward  in  table 
B shows  the  total  area  and  contents  of  the  field. 

Table  B. 


Estimate  of  Total  Original  Contents  Eastern  Middle  Coal-Field. 


Area 

iN'o. 

Name  of  Basin. 

Surface  area 
lowest  Workable 
bed  in  acres. 

Probable  orig- 
inal contents 
in  tuns. 

]6 

Pond  Creek  and  Buck  Mountain  . . . 

939 

23,305,987 

17 

Cross  Creek  and  Woodside 

1,600 

49,812,655 

18 

Big  Black  Creek 

3,236 

91,944,442 

19 

Little  Black  Creek 

96(i 

27,660,617 

20 

(East)  Black  Creek  and  Stonv  Creek  . 

572 

9,957,701 

21 

(West)  Black  Creek 

1,0()1 

22,303,544 

22 

Roberts’  Run  and  McCaulev 

323 

12,898,935 

23 

Hazleton 

4,948 

165,712,453 

24 

Beaver  Meadow  and  llreck  Creek  . . 

5,470 

163,135,463 

25 

Green  Mountain,  Nos.  1 to  5 

90f) 

19,751,938 

26 

Silver  Brook  Basins 

930 

16,007,712 

Totals 

20,945 

602,491,447 

Total  surface  area  lowest  workable  coal-bed,  20,945  acres, 
or  32.72  square  miles. 

Estimated  total  original  contents  Eastern  Middle  coal- 
field, 602,491,447  tons. 
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ESTIMATE  OF  THE  ORIGINAL  CONTENTS  OF  THE 
WESTERN  MIDDLE  COAL-FIELD. 

The  Western  Middle  held  is  some  37  miles  long  with  a 
maximum  width  of  about  5 miles,  and  contains  about  94 
square  miles  underlaid  by  the  lowest  workable  coal-bed. 
It  is  one  continuous  held,  with  the  floor  much  corrugated 
by  anticlinal  and  synclinal  rolls.  The  beds  are  found  at 
all  angles  from  flat  to  a few  areas  with  overturned  dips. 
Speaking  generally  of  the  held,  the  dip  may  be  said  to  aver- 
age 30  to  40  degrees,  and  the  bed  areas  show  a very  appre- 
ciable increase  over  the  surface  areas. 

As  before  stated,  in  the  eastern  half  of  the  held  areas  27 
to  30  (see  pages  91-94)  I have  estimated  the  contents 
of  each  bed  separately,  as  the  bed  areas  bad  already  been 
computed  by  the  Geological  Survey  and  kindly  placed  at 
my  disposal  by  Professor  Lesley. 

The  we.stern  half  of  the  held  comprised  on  mine  sheets  5 
to  8 and  5a  to  7a,  has  been  estimated  from  the  cro.ss-sec- 
tions.  In  discussing  these  cross-sections,  commencing  with 
the  most  eastern  on  mine  sheet  5,  section  No.  12,  the  dis- 
cussion of  cross-section  K,  Northern  field  (page  02),  applies 
ec[ually  in  this  field,  except  that  column  c is  obtained  by 
taking  77  per  cent,  of  tbe  bed  thickness. 

Eleven  hundred  and  forty-four  bed  sections,  well  dis- 
tributed throughout  the  field,  eliminating  all  refuse,  in- 
cluding bony  coal  in  the  refuse,  give  an  average  for  the 
field  77  per  cent,  coal,  23  per  cent,  refuse. 

The  beds  of  the  Lykens  Valley  group  are  important  in 
the  western  part  of  tlie  field,  but  grow  thinner  to  the  east. 
Just  where  the  Lykens  Valley  ceases  to  be  a workable  bed 
is  not  determined.  It  is  cjuite  possible  that  future  explora- 
tions may  develop  workable  areas  of  the  coal  to  the  extreme 
eastern  end  of  the  field.  I have  first  taken  it  into  account 
in  this  estimate  on  mine  sheet  3,  giving  it  there  an  average 
thickness  of  2.5  feet. 
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Referevce : — 

Geological  Survey  of  Pennsylvania. 

AV.  M.  C.  F.,  mine  sheets  5 and  5a. 

W.  M.  C.  F.,  cross-section  sheets  5,  6,  and  7. 
W.  1\L  C.  F.,  columnar  section  sheets  2 and  3. 


Cross-Section  No.  12. 


a. 

b. 

c. 

d. 

dc. 

Average 

Aver,  thick- 

Length 
of  bed. 

Length  of  bed. 

Name  of  Bed. 

thickness 

ness  of  coal, 

Coal  1 foot 

of  bed. 

77  per  cent. 

thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Tracy,  No.  XVI 

:■).() 

3.85 

700 

2,695 

Little  Diamond,  No.  XV.  . . 

2.5 

1.93 

1,450 

2,799 

Diamond,  No.  XIV 

ti.O 

4.62 

2,000 

9,240 

Big  Orchard,  No.  XII.  . . . 

6.0 

4.62 

3,100 

14.322 

Primrose,  No.  XI 

7.0 

5.39 

5,650 

30,454 

Holmes,  No.  X 

6.0 

4.62 

9,250 

42,735 

Mammoth, Nos. VIII.  and  IX., 

18.0 

13.86 

17,100 

237,006 

Skidmore,  No.  VII 

4.0 

3.08 

18,200 

. 

56,056 

Seven  Foot,  No.  VI 

0 

? 

Buck  Mountain,  No.  V.  . . . 

6.0 

4.62 

19,800 

9i,476 

Lykens  Valley,  No.  II.  . . I 
Lvkens  Valley,  No.  I.  . . / 

6.0 

4.62 

22,200 

102,564 

Total  coal  reduced  to  units  of 

one  foot  in  thickness 

589,347 

Surface  length  underlaid  by  lowest  workable  coal-bed  (Lv- 

kens  Valley) 

17,600 

Probable  average  thickness  of  coal  per  foot  of  surface  . . . 

33.49 
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Reference : — 

Geological  Survey  of  Pennsylvania. 

W.  M.  C.  F.,  mine  sheets  5 and  5a. 

AV.  AI.  C.  F.,  cross-section  sheets  5,  6,  and  7. 
AV.  AI.  C.  F.,  columnar  section  sheet  2. 


Cross-Section  No.  13. 


Average 

Aver,  lliick- 

Length 
of  bed. 

Length  of  bed. 

Name  of  Bed. 

thick  ness 

ne.ss  of  coal, 

Coal  1 foot 

of  bed. 

77  p^r  cent. 

thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Ort'hard,  No.  XII 

6 

4.62 

1,0.50 

4,851 

Primrose,  No.  XI 

G 

4,62 

5,800 

26,796 

Holmes,  No.  X 

() 

4.62 

12,600 

58,212 

Mammoth  Top  split,  No.  IX., 

8 

6.16 

15,800 

97,328 

Mammoth  Bot.  split,  No.  VIII., 

7 

16,235 

87,507 

Skidmore,  No.  VII 

4 

.3.08 

20,650 

63,602 

Seven  Foot,  No.  VI 

O 

O 

2.31 

3,600 

8,316 

Buck  Mountain,  No.  V.  . . . 

6 

4.62 

24,425 

112,844 

Lykens  Valley,  No.  II.  ■ • 1 
Lvkens  Valiev,  No.  I.  . . J 

6 

4.62 

26,775 

123,701 

Total  coal  reduced  to  units  of 

one  foot  in 

thickness 

583,157 

Surface  underlaid  bv  lowest  workable 

coal-bed  (Lvkens 

Valley) 

24,000 

Average  tliickness  of  coal  ]ier 

foot  of  surface .... 

24.29 
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Refere7i.ce : — 

Geological  Survey  of  Pennsylvania. 

W.  M.  C.  F.,  mine  sheets  6 and  0«. 

W.  M.  G.  F.,  cross-section  sheets  5,  6,  and  7. 
W.  M.  C.  F.,  columnar  section  sheets  1 and  2. 


Ckoss-Section  No.  14. 


Name  of  Bed. 

.Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
77  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Little  Orchard,  No.  XIII.  . . 

6.0 

4.62 

1,800 

8,316 

Orchard,  No.  XII 

4.0 

3.08 

3,200 

9,856 

Primrose,  No.  XI 

6.0 

4.62 

3,825 

17,672 

Holmes,  No.  X 

4.0 

3,08 

8,500 

26,180 

Mammoth  Top  split.  No.  IX., 

6.0 

4.62 

13,215 

61,053 

Mammoth  Bot.  split.  No.  VIII. 

8.0 

6.16 

15,735 

96,928 

Skidmore,  No.  VII 

2.5 

1.93 

14,300 

27,599 

Seven  Foot,  No.  VI 

2.5 

1.93 

20,100 

93 

103,950 

Buck  Mountain,  No.  V.  . , . 

6.0 

4.62 

22,500 

Lykens  Valley,  No.  II.  ■ • I 
Lykens  'Valley,  No.  I.  . . .1 

6.0 

4.62 

26.940 

1 24,463 

Totol  coal  reduced  to  units  of  one  foot  in  thickness  . 

514,810 

Surface  length  underlaid  by  lowest  workable  bed  (Lykens 

Valley) 

24,000 

Average  thickness  of  coal  per  foot  of  surface  .... 

21.45 
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Reference : — 

Geological  Survey  of  Pennsylvania. 

W.  M.  C.  F.,  mine  sheets  6 and  6a. 

W.  M.  C.  F.,  cross-section  sheets  5 and  6. 

W.  M.  C.  F.,  columnar  section  sheets  1 and  2. 


Cross-Section  No.  15. 


Average 

Aver,  thick- 

Lengtli 
of  bed. 

Length  ofbed. 

Name  of  Bed 

thickness 

ness  of  coal, 

Coal  1 foot 

of  bed. 

77  per  cent. 

thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Tracy,  No.  XVI 

4.0 

3.08 

1,100 

3,388 

J.ittle  Diamond,  No.  XY.  . . 

5.0 

3.85 

2,100 

8.085 

Diamond,  No.  XIY 

0.0 

4.62 

3,0.50 

14,091 

Little  Orchard,  No.  XIII.  . . 

5.0 

3.85 

4,130 

15,901 

Orchard,  No.  XII 

5.0 

3.85 

5,200 

20,020 

Vrimrose,  No.  XI 

7.0 

5.30 

8,936 

48,160 

Holmes,  No.  X 

7.0 

5.39 

11,320 

61,015 

Mammoth  Top  split.  No.  IX., 

7.0 

5.39 

17,120 

92,277 

Mammoth  Bot.  split, No. VIII. 

8.0 

6.16 

17.320 

106,691 

Skidmore,  No.  YII 

3.0 

2.31 

17,400 

40,194 

Seven  Foot,  No.  YI 

2.5 

1.93 

1 7,4.50 

33,679 

Buck  Mountain,  No.  V.  . . . 

5.0 

3.85 

17,785 

68,472 

Lykens  Valley,  No.  II.  . . \ 
Lykens  Valley,  No.  I.  . . . j 

6.0 

4.62 

21, .550 

99,561 

Total  coal  reduced  to  units  of  one  foot  in 

thickness  . 

611,534 

Surface  length  underlaid  by 

owest  workable  bed  (Lvkens 

Valley) 

16.200 

Average  thickness  of  coal  per  foot  of  .surface  .... 

37.75 
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Reference : — 

Geological  Survey  of  Pennsylvania. 

W.  M.  C.  F.,  cross-section  sheets  7 and  8. 
W.  M.  C.  F.,  mine  sheets  7 and  7a. 

W.  M.  C.  F.,  columnar  section  sheet  1. 


Cross- Section  No.  16. 


Average 

Aver,  thick- 

Length 
of  bed. 

Length  of bed. 

Name  of  Bed. 

thickness 

ness  of  coal, 

Coal  1 foot 

of  bed. 

77  per  cent. 

thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Tracy,  No.  XVI 

4.0 

3.08 

1,225 

3,773 

Little  Diamond,  No.  XV.  . . 

5.0 

3.85 

2,070 

7,970 

Diamond,  No.  XIV 

6.0 

4.62 

3,630 

16,771 

Little  Orchard,  No.  XIII.  . . 

5.0 

3.85 

4,720 

18,172 

Orchard,  No.  XII 

5.0 

3.85 

5,580 

21,483 

Primrose.  No.  XI 

6.0 

4.62 

9,125 

42,1.58 

Holmes,  No.  X 

7.0 

5.39 

11,100 

59,829 

Mammoth  Top  split.  No.  IX. 

8.0 

6.16 

13,900 

85,624 

Mammoth  Bot.  split, No. VIII. 

8.0 

6.16 

14,335 

88,304 

Skidmore,  No.  VII 

3.0 

2.31 

15,000 

34,650 

Seven  Foot,  No.  VI 

2.0 

1.93 

15,100 

29.143 

Buck  Mountain,  No.  V.  . . . 

5.5 

3.85 

1.5,670 

60,330 

Lykens  Valley,  No.  II.  . . \ 
Ly kens  Valley,  No.  1.  . . . ) 

6.0 

4.62 

16,315 

75,375 

Total  coal  reduced  to  units  of  one  foot  in 

thickness  . 

.543,502 

Surface  length  underlaid  bv  lowest  workable  bed  (Lvkeiis 

Valiev) 

14..500 

Average  thickness  of  coal  per  foot  of  surface  .... 

37.49 
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J Reference  : — 

Geological  Surve}^  of  Penns}0vania. 

W.  M.  C.  F.,  mine  sheets  7 and  7a. 

W.  M.  C.  F.,  cross-section  sheets  7 and  8. 
W.  M.  C.  F.,  columnar  section  sheet  1. 


Cross-Section  No.  17. 


Name  of  Bed . 


Average 
tliickness 
of  bed. 


Aver,  thick- 
ness of  coal, 
77  tier  cent. 


Length 
of  bed. 


Length  of  bed. 
Coal  1 foot 
thick. 


Feet. 


Feet. 


Feet. 


Feet. 


Diamond,  No.  XIV.  . . 
Little  Orchard,  No.  XIII. 
Orchard,  No.  XII.  . . . 
Primrose,  No.  XL  . . . 

Holmes,  No.  X 

Mammoth  T(tp  split,  No.  IX. 
IMammoth  P>ot.  split, No. YIII 
Skidmore,  No.  VII.  . . 

Seven  Foot,  No.  VI. 

Buck  iMonntain,  No.  V. 
Lykens  Valley,  No.  II. 
Lykens  Valley,  No.  I. 


o 

5 

8 

9 

12 


2.31 

2.31 

3.85 

3.85 

6.13 

6.93 

9.24 

2.31 

2.31 

4.62 

6.16 


1,325 

3,061 

4,300 

9,933 

5,150 

19,82cS 

8,000 

30,800 

9,550 

58,828 

10,200 

70,686 

10,300 

95,172 

10,650 

24.602 

11,550 

26,681 

13,140 

60,707 

14,000 

86,240 

Total  coal  reduced  to  units  of  one  foot  in  thickne.ss 

Surface  length  underlaid  by  lowest  workable  bed  (Lvkens 

Valley)  .' '.  . . 

Average  thickness  of  coal  per  foot  of  surface 


486,538 

12,200 

39.88 


01 


Reference : — 

Geological  Survey  of  Pennsylvania. 

W.  M.  C.  F.,  mine  sheet  8. 

W.  M.  C.  F.,  cross-section  sheet  8. 

W.  1\L  C.  F.,  columnar  section  sheet  1. 
Cross-Section  No.  18. 


Name  of  Bod. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
77  per  cent. 

Leiigili 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Primrose,  No.  XI 

Feet. 

3.0 

Feet . 

2.31 

Feet. 

610 

Feet. 

1 ,409 

Holmes,  No.  X 

2.5 

1 .!13 

2.2.30 

4,304 

Mammoth  Top  sjhit.  No.  IX. 

12.0 

9.24 

3,345 

30,908 

Mammoth  Bot. split.  No.  VIII. 

12.0 

9.24 

3,0S5 

34,049 

Skidmore,  No.  VII 

3.0 

2.31 

4,570 

10,557 

Seven  Foot,  No.  VI 

5.0 

3.Sg 

.5,310 

20,444 

Buck  Monntain,  No.  V.  . . . 

6.0 

4.62 

0,100 

28,182 

L}'kens  Valley,  No.  II.  . . . 

7.0 

5.39 

7,040 

37,946 

Lykens  Valley,  No.  I 

C.O 

4.62 

7,500 

34,6.50 

Total  coal  reduced  to  units  of 

one  foot  in 

thickness 

202,449 

Surface  length  underlaid  by 
kens  Valley) 

lowest  workable  coal-bed  (I^y- 

6,100 

Average  thickness  of  coal  per  foot  of  surface  . . . 

33.19 

Reference : — 

Geological  Survey  of  Pennsylvania. 
W.  M.  C.  F.,  mine  sheet  1. 

W.  M.  C.  F.,  cross-section  sheet  1. 

W.  M.  C.  F.,  columnar  section  sheet  7. 
Area  No.  27. 


Mine  Sheet  No.  1 and  Extreme  Eastern  End  of  Rosin. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average 
tliickness 
of  coal,  77 
per  cent. 

Surface 
area  in 
acres. 

Bed  area 
in  acres. 

Probable  origi- 
nal contents 
in  tons. 

Primrose 

Feet. 

10 

Feet. 

7.70 

2.9 

3.68 

65,539 

Plolmes 

10 

7.70 

305.9 

378.40 

5,710,813 

Mammoth  Top  .... 

10 

7.70 

809.0 

981.21 

14,808,421 

5Iammoth  Middle  . . . 

4 

3.08 

879.5 

1,085.53 

6,553,127 

Mammoth  Bottom  . . 

6 

4.62 

1,309.1 

1,582.00 

14,325,326 

Skidmore 

6 

4.62 

1,724.1 

2,082.07 

18,853,560 

Seven  Foot  

6 

4.62 

2,195.6 

2,627.80 

23,795,255 

Buck  Monntain  .... 

13 

10.01 

3,121.3 

3,638.50 

71,385,915 

Lykens  Valley  .... 

? 

9 

5,591.3 

6,393.90 

Probable  original  contents  of  area  No.  27 

155,487,956 

Reference  : — 


Geological  Survey  of  Pennsylvania. 

W.  M.  C.  F.,  mine  sheets  2 and  2a. 

W.  M.  C.  F.,  cross-section  sheets  1 and  2. 

W.  M.  G.  F.,  columnar  section  sheets  0 and  7. 


Area  No.  28. 

Mine  Sheet  No.  2 and  Pa. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal,  77 
per  cent. 

Surface 
area  in 
acres. 

Bed  area 
in  acres. 

Probable  orig- 
inal contents 
in  tons. 

Little  Trucy  ..... 

Feet. 

5.0 

Feet. 

3.85 

129.3 

199.8 

1,507,691 

Big  Tracv 

7.0 

5.39 

316.9 

450.2 

4,756,093 

Big  Diamond 

8.0 

6.16 

561.4 

772.7 

9,329,271 

Little  Orchard  .... 

3.0 

2.31 

17.9 

26.3 

119,076 

Orchard 

10.0 

7.70 

95S.S 

1,296.5 

19,566,778 

Primrose 

0.0 

6.93 

1,690.1 

2,256.2 

30,645,513 

Holmes 

II.O 

8.47 

2,597.3 

3,428.0 

56,908,914 

Mammoth  Top  .... 

15.6 

12.01 

3,704.1 

4,791.0 

112,778,224 

Mammoth  iMiddle  . . 

S.O 

6.16 

7,755-4 

5,!)82,1 

72,225,483 

Mammoth  Bottom  . . 

16.6 

12.78 

4,537.4 

5,860.0 

146,785,968 

Skidmore 

6.0 

4.62 

4,821.2 

6,335.8 

57,371,936 

Seven  Foot  

7.0 

5.39 

5,052.9 

6,646-4 

70,215,228 

Buck  Mountain  .... 

10.0 

7.70 

5,412.4 

7,143.0 

107,802,156 

Lykens  Valley  .... 

9 

9 

7,115.4 

9,462.2 

Probable  total  original  contents  of  area  No.  2S  . . 

6!t0, 01 2,331 
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Reference : — 

Geological  Surve}^  of  Pennsylvania. 

W.  M.  C.  F.,  mine  sheets  3 and  3a. 

W.  M.  C.  F.,  cross-section  sheet  2. 

W.  M.  C.  F.,  columnar  section  sheets  4 and  o. 


Akea  No.  29. 


Mine  Sheet  No.  3 mid  Ja. 


\ 

Xame  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal. 

Surface 
area  iu 
acres. 

Bed  area 
in  acres. 

Probable  origi- 
nal contents 
in  tons. 

Feet. 

Feet. 

Little  Trac}'  .... 

3.0 

2.31 

4.4 

6.9 

31,240 

Tracy 

7.0 

5.39 

230.4 

341.5 

3,607,743 

Little  Diamond  . . . 

3.0 

2.31 

528.3 

819.3 

3,709,463 

Diamond 

6.0 

4.62 

868.5 

1,378.6 

12,483,499 

Little  Orchard  . . . 

4.0 

3.08 

1,060.9 

1,709.0 

10,316,891 

Orchard  

6.0 

4.62 

1,426.2 

2,293.8 

20,770,818 

Primrose 

5.0 

3.85 

1,738.8 

2,767.3 

20,882,236 

Holmes 

9.0 

6.93 

2,156.8 

3,413.5 

46,364,888 

Mammoth 

30.0 

23.1 

3,095.4 

4,921.6 

222,830,362 

Skidmore  

4.0 

3.08 

3,733.9 

5,651.5 

34,116,975 

Seven  Foot  

4.0 

3.08 

4,287.4 

6,455.7 

38,971,770 

Duck  Mountain  . . . 

13.5 

10.4 

5,094.7 

7,586.8 

154,649,331 

Lykens  Valley  . . . 

2.5 

1.93 

7,414.2 

10,797.0 

40,842,892 

Probable  total  original 

contents  of  area  No.  29  . . 

609,577,908 
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lleference : — 

Geological  Survey  of  Pennsylvania. 

4V.  M.  C.  F.,  mine  sheets  4 and  4a. 

W.  M.  C.  F.,  cross-section  sheet  3. 

W.  M.  C.  F.,  columnar  section  sheets  3 and  4. 
Area  No.  30. 


Mine  Sheet  No.  4 a'>^d  4a. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal. 

Surface 
area  iu 
acres. 

Bed  area 
iu  acres. 

Probable  origi- 
nal contents 
in  tons. 

Little  Ti'acy  ..... 

Feet. 

2.5 

Feet. 

1.93 

235.5 

450.3 

1,703,.395 

Tracy  

5.0 

3.85 

370.0 

707.2 

5,336,531 

Little  Diainoiid  .... 

2.5 

1.93 

591.5 

1,130.6 

4,276,834 

Diamond 

6.0 

4.62 

873.5 

1,6.50.6 

14,946,513 

Little  Orchard  .... 

2.5 

1.93 

1,176.4 

1,883.5 

7,124,904 

Orchard  

4.0 

3.08 

1,624.5 

2,867.5 

17,310,.524 

Priinro.se 

8.0 

6.16 

2,224.7 

3,785.2 

45,700,987 

41,885,729 

Holmes 

6.0 

4.62 

2,780.8 

4,625.6 

6,800.0 

Mammoth 

23.0 

17.71 

4,331.3 

236.038,880 

Skidmore 

3.0 

2.31 

5,042.7 

7,784.5 

35,245,102 

Seven  Foot  

2.5 

1.93 

5,694.4 

8,652.3 

32,729,920 

159,154,044 

Buck  Moantidii  .... 

11.0 

8.47 

6,399.1 

9, 586.') 

Lykens  Valley  .... 

4.0 

3.08 

8,108.5 

12,003.9 

72,465,144 

Pr-obable  total  original  contents  of  area  No.  30  . . 

673,918,507 

Reference : — 

Geological  Survey  of  Pennsylvania. 

W.  M.  C.  F.,  mine  sheet  8. 

W.  M.  C.  F.,  cross-section  sheet  8. 

W.  M.  C.  F.,  columnar  section  sheet  1. 
Area  No.  37. 

From  Section  No.  IS  to  West  End  of  Field. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average  i 
thickness  i 
of  coal. 

Surface 
area  in 
acres. 

Bed  area 
in  acres. 

Probable  origi 
nal  contents 
in  tons. 

Feet. 

Feet. 

Primrose 

3.0 

2.31 

12 

14.4 

65,197 

Holmes  

2.5 

1.93 

40 

48.0 

181,574 

Mammoth  To]>  .... 

12.0 

9.24 

265 

318.0 

5,759,107 

Mammoth  Bottom  . . 

12.0 

9.24 

319 

382.8 

6,932,661 

Skidmore  

3.0 

2.31 

< 

571 

685.2 

3,102,312 

Seven  Foot  

5.0 

3.85 

757 

908.4 

6,854,786 

Buck  jMountaiii  .... 

6.0 

4.62 

884 

1,060.8 

9,605,756 

Jjvkens  N'tdlev,  No.  11. 

7.0 

5.39 

1,293 

1.554.6 

16,423,416 

Lykens  Valley,  No.  I.  . 

6.0 

4.62 

1 ,372 

1,646.4 

14,908,481 

Proljable  original  contents  of  area  No.  37 
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Table  C which  follows  shows  the  estimate  of  contents  for 
the  whole  field.  The  explanation  of  table  A,  Northern  field, 
page  75,  applies  ecjually  well  here,  excepting  the  reference  to 
the  specific  gravity,  as  in  this  table  I have  used  1060  tons 
per  foot  acre. 

Ten  specimens  from  the  Primrose,  Mammoth,  Seven  Foot, 
and  Buck  Mountain  beds,  determined  by  McCreath,  Penn- 
sylvania Geological  Surve}^  Annual  Report,  1885,  page  314, 
give  an  average  of  1.658,  but  as  the  Lykens  Valley  beds 
are  less  den.se  than  the  beds  higher  in  tlie  measure,  1 have 
thought  best  to  use  1960  tons  per  acre  for  each  foot  in 
thickness  of  coal  (or  specific  gravity  1.614)  in  the  following 
estimate  : — 

Table  C. 

Estimate  of  Total  Original  Contents  Western  Middle  Coal-Field. 


1.  2. 

Area  No  Between 

Arear^o.  cross-sections. 

3. 

Probable  aver- 
age thickness  of 
, coal  at  cross- 
sections. 

Feet. 

4.  0.  6. 

Probable  aver-  Surface  area  Probable  origi- 
age  thickness  of  lowest  workable  nal  contents  in 
coal  for  areas.  bed  in  acres.  tons. 


Feet. 


*28 

*OQ 

*30 

31 

32 

33 

34 

35 


. (M.  S.  I.) 

. (M.S.2&2a.) 
. (M.S.3&3a.) 
. (M.S.4cfc4a.) 


f 

t(!2) 

33.49 

\ 

13 

24.29 

f 

13 

24.29 

L 

14 

21.45 

/ 

14 

21.45 

1 

15 

37.75 

i 

15 

37.75 

\ 

16 

37.49 

1 

16 

37.49 

1 

17 

39.88 

} 

} 

} 

} 

} 


28.89 

22.87 

29.60 

37.62 

38.69 


5.591 .3 

7.115.4 
7.414.2 

8.108.5 

7.464.0 

7.562.0 

5.929.0 

1.759.0 

4.141.0 


155,487,956 

690,012,331 

609,577,908 

673,918,507 

422,644,522 

333,968,162 

343,976,864 

129,700,217 

314,021,968 


36 

*37 


Totals, 


17 

18 
18 


39.88 

33.19 


36.54  3,734.0 

....  1,372.0 


60,190.4  4 


267,423,106 

63,833,290 


.009,564,831 


•^For  areas  2/,  28,  29,  30,  and  37  the  contents  of  each  bed  has  been  estimated  separately, 
given  in  detail  on  pages  91,  92,  93  and  94. 

t Area  31  covers  the  territory  between  the  west  line  of  sheets  4 and  4n  and  cross-section 
No.  13,  but  cross-section  No.  12,  which  falls  within  this  area,  is  used  in  determining  the 
average  thickness. 

Total  surface  area  lowest  workable  coal-bed,  60,190.4 
acres,  or  94.04  square  miles. 

Estimated  total  original  contents  AVestern  Aliddle  coal- 
field, 4,009,564,831  tons. 
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ESTIMATE  OF  THE  ORIGIEE^L  CONTENTS  OF  THE 
SOUTHERN  COAL-FIELD. 

The  Southern  field,  the  large.st  of  all,  the  lowest  w^ork- 
able  bed  covering  an  area  of  about  180  square  miles,  ex- 
tends frotn  the  Lehigh  at  Mauch  Chunk  to  the  Susquehanna, 
above  Dauphin,  some  70  miles,  with  a prong  branching 
to  the  north,  just  west  of  Tremont,  extending  some  16 
miles  west  to  Lykens  ; maximum  width  of  the  field  at 
Pottsville  about  8 miles. 

The  force  of  the  great  thrust  or  uptlirow  which  changed 
all  the  anthracite  strata  from  horizontal  to  a wavy  and 
folded  condition  was  most  severe  in  this  field.  The  southern 
barrier,  the  strata  of  the  Sharp  Mountain,  with  its  conglom- 
erates and  included  and  overlying  coal-beds,  stands  per- 
pendicular (and  often  overturned  to  inverted  dips  of  50  or 
60  degrees)  for  the  whole  length  of  the  field.  This  great 
upturning  of  the  strata  in  the  Sharp  Mountain  and  in  the 
succeeding  waves  to  the  north,  has  produced  basins  of  great 
depth,  and  preserved  from  erosion  a greater  number  of 
coal-beds  and  greater  thickness  of  strata  than  in  the  other 
fields. 

The  crushing  and  faulting  of  the  coal  in  portions  of  the 
coal-l)eds  which  have  been  sharply  u[)tilted  or  overturned; 
the  number  of  the  coal-beds ; the  depth  of  the  basins;  the 
comparatively  small  areas  developed  by  mining  operations 
which,  generally  speaking,  have  been  confined  to  the  rim 
of  the  basin;  and  the  fact  that  no  very  exact  records  of  the 
earlier  developments  in  this  field  have  been  preserved  ; all 
combine  to  render  it  difficult  to  make  a close  estimate  of  its 
contents. 

In  the  following  estimate  these  difficulties  have  been 
borne  in  mind,  though,  of  course,  only  the  development  of 
the  facts  by  future  mining  operations  will  overcome  them. 
The  probable  loss  from  the  first  cause,  the  crushing  and 
faulting  of  the  coal-beds,  is  perhaps  no  more  than  has  been 
generally  supposed  ; the  beds  having  steep  or  overturned 
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clips  are  the  ones  usually  most  affected.  A thorough  study 
of  all  the  published  cross-sections  in  this  field  indicate  that 
about  13  per  cent,  of  the  original  coal  of  the  field  has  been 
uplifted,  until  it  now  has  a dip  of  70  degrees  or  more. 

In  addition  to  the  published  columnar  sections  and  bed- 
sections  kindly  furnished  me  by  the  operating  companies, 
much  valuable  information  was  obtained  from  various  old 
maps  of  some  of  the  earlier  operations,  from  the  reports  of 
the  First  Survey,  from  the  operators  and  mining  engineers, 
and  from  personal  observations. 

The  estimate  of  the  contents  of  the  field  is  based  upon  the 
cross-sections,  excepting  on  sheets  1,  2,  3,  where  I have 
copied  the  estimate  of  the  Geological  Survey.  (Report  AA, 
pages  138,  139,  and  140.) 

The  discussion  of  cross-section  K,  Northern  field,  page 
03,  applies  in  this  field,  except  that  column  c is  obtained 
by  taking  72  per  cent,  of  the  bed  thicknesses. 

Two  hundred  and  seventy-five  bed-sections,  pretty  well 
distributed  throughout  the  field,  eliminating  all  refuse,  in- 
cluding bony  coal  in  the  refuse,  give  as  an  average  for  the 
field  72  per  cent,  coal,  28  per  cent,  refuse. 

The  Lykens  Valley  group,  sometimes  showing  six  work- 
able beds  in  the  western  part  of  the  field,  is  not  found  east 
of  Tamaqua ; above  Tamac|ua,  in  the  Locust  Mountain, 
this  group  is  represented  by  two  small  beds  (thickness  not 
known),  one  of  which  has  been  worked  to  a small  extent. 
1 have  made  no  estimate  of  the  thickness  of  these  beds 
until  section  20,  through  Forestville,  is  reached.  It  seems 
quite  possible  that  some  areas  of  Lykens  Valley  coal  ma}" 
prove  workable  between  Tamaqua  and  section  20,  but  the  de- 
velopments are  now  c^uite  too  few  to  speak  with  certainty. 
This  bed  was,  however,  at  one  time  worked  to  a small  extent 
at  the  Altamont  No.  1 colliery,  near  Frackville. 

It  should  be  noted  that  from  cross-section  12  at  Tamaqua 
to  cross-section  20  that  the  average  thicknesses  on  the  cross- 
sections,  and  the  areas  underlaid  by  workable  coal,  are  based 
on  the  Buck  Mountain  bed;  on  section  20  and  westward  the 
estimate  is  based  on  the  Lykens  AMlley  bed.  It  seemed  best 
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to  use  tlie  Buck  Mountain  bed  in  the  first  area,  as  the  out- 
crop of  the  Lykens  Valley  is  there  not  well  defined,  and  con- 
sequently the  area  covered  hy  it  uncertain. 

The  total  area  of  the  lowest  workable  bed  for  the  field  is 
based  on  the  Lykens  Valley  bed,  as  defined  on  the  published 
mine  sheets. 


Reference 

Geological  Survey  of  Bennsylvania. 
S.  C.  F.,  mine  sheets  3 and  4. 

S.  C.  F.,  cross-section  sheet  3. 

S.  C.  F.,  columnar  section  sheet  3. 


Cross-Section  No.  12. 


a. 

Name  of  Bed. 

b. 

Average 
thickness 
of  bed. 

c. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

d. 

Length 
of  bed. 

dc. 

Length  of  bed 
Coal  1 foot 
thick. 

Coal 

Feet. 

4 

Feet. 

2.88 

Feet. 
3,000  ' 

Feet. 

8,640 

Jock 

5 

3.60 

6,500 

23,401) 

Washington 

O 

O 

2.16 

7,100 

15,336 

G or  Upper  Red  Ash  . . . 

4 

2.88 

7,700 

22,176 

F or  Red  Ash 

11 

7.92 

8,400 

66,528 

Mammoth  Top  split  . . . 

O 

14.40 

9,000 

129,600 

Mammoth  Middle  split  . 

6 

4.32 

9,050 

39.096 

Mammoth  Bottom  split  . 

8 

5.76 

9,200 

52,992 

C 

8 

5.76 

9,700 

55.872 

B 

8 

5.76 

10,500 

60,480 

A 

5 

3.60 

11,000 

39,600 

Lvkens  A^allejf 

? 

? 

Total  coal  reduced  to  units  of  one  f<iot  in  tliickne.ss  . . . .:  513,720 

Surface  length  underlaid  by  Buck  Mountain  bed  \ 7,000 

Average  thickness  of  coal  per  foot  of  surface j 73  39 


Total  coal  reduced  to  units  of  one  f<iot  in  thickness  . . . .:  513,720 

Surface  length  underlaid  by  Buck  Mountain  bed  \ 7,000 

Average  thickness  of  coal  per  foot  of  surface j 73  39 
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Reference : — 

Geological  Surve}^  of  Pennsylvania. 
S.  C.  F.,  mine  sheet  4. 

8.  C.  F.,  cross-section  sheet  4. 

S.  C.  F.,  columnar  section  sheet  4. 


Cross-Section  No.  43. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

l.ength 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Little  Traev 

Feet. 

2.-^ 

Feet. 

1.80 

Feet. 

600 

Feet. 

1,080 

Tracy 

3.0 

2.52 

1,350 

3,402 

Diamond 

4.0 

2,88 

2,180 

6,278 

Orchard  

6.0 

4.32 

3,650 

15,768 

Primrose 

6.0 

4.32 

5,450 

23,544 

Holmes 

8.0 

5.76 

6,250 

36,000 

Mammoth  Top  split  . . | 

18.0 

12.96 

7,120 

92,275 

Mammoth  Middle  split  J 

Mammoth  Bottom  split  . 

6.0 

4.32 

7,280 

31,450 

Skidmore 

4.0 

2.88 

7,400 

21,312 

Buck  Mountain 

8.0 

5.76 

8,100 

46,656 

Lykens  Valley 

? 

? 

Total  coal  reduced  to  units  of  one  foot 

in  thickness  . . 

277,765 

Surface  length  tinderlaid  by  Buck  Mountain  bed 

5,880 

Average  thickness  of  coal  per  foot  of  surface  . . 

47.23 

Remarks. 

The  beds  above  the  Orchard  bed  have  not  been  worked 
in  this  vicinity,  but  are  cut  in  the  Reevesdale  tunnel. 

On  the  north  side  of  the  section  the  Mammoth  bed  is 
found  (and  in  places  worked)  in  three  splits,  while  to  the 
south  along  Sharp  IMountain  but  two  sjilits  are  recognized. 


Reference : — 

Geological  Survey  of  Pennsylvania. 
S.  C.  F.,  mine  sheets  4 and  5. 

S.  C.  F.,  cross-section  sheet  4. 

S.  C.  F.,  columnar  section  sheet  4. 


Cross-Section  No.  14. 


Name  of  Bed. 

Average 
thiekness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

. Feet. 

Feet. 

Feet. 

Little  Oiamoiid  . . 

3 

2.1  f) 

1,400 

3,024 

Diamond 

6 

4.32 

3,600 

15,552 

Orchard  

7 

5.04 

5,350 

26,964 

Prim  l ose  

7 

5.04 

7,700 

38,808 

Holmes 

8 

5.76 

7,840 

45,158 

Mammoth  Top  split  , 

8 

5.76 

8,1.30 

46,829 

Mammoth  Bottom  split  . 

8 

5.76 

8,500 

48,960 

Skidmore  . 

4 

2.88 

8,750 

25,200 

Buck  IMoniitain 

8 

5.76 

9,150 

52,704 

Lykeiis  Valley  

? 

? 

Total  coal  reduced  to  units  of  one  foot 

in  thickness 

303,199 

Surface  length  underlaid  by  Buck  Mountain  bed  . 

7,500 

Averasie  thickness  of  coal  per  foot  of  surface  . . 

40.43 

10] 


Reference: — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  5 and  9. 

S.  C.  F.,  cross-section  sheets  5,  6,  and  7. 

S.  C.  F.,  columnar  section  sheets  4 and  11. 


Cross- SECTIO^^  No.  15. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of bed. 
Coal  1 foot 
tliick. 

Sandrock  

Feet. 

2.0 

Feet. 

1.80 

Feet. 

2,480 

Feet. 

4,464 

Lewis  

4.0 

2.88 

4,250 

12,240 

Palmer 

2.5 

1.80 

4,750 

8,550 

Charles  Pott 

2.5 

1.80 

5,400 

9,720 

Clarkson 

4.0 

2.88 

7,100 

20,448 

Little  Diamond 

2.0 

1.44 

9,650 

13,896 

Diamond 

6.0 

4.32 

11,350 

49,032 

Orchard  

4.0 

2.88  ■ 

12,400 

,35.712 

Primrose 

5.0 

3.60 

12,600 

45,360 

Holmes 

4.0 

2.88 

12,900 

37,152 

Seven  Foot  

3.5 

2..52 

14,700 

15,600 

37,044 

Mammoth  Top  split  . . . 

11.0 

7.92 

123,552 

Mammoth  Bottom  split  . 

10.0 

7.20 

16,600 

11 9,-520 

Skidmore 

6.0 

4.32 

17,450 

75,384 

Buck  Mountain  . . . 

8.0 

5.76 

18,350 

105,696 

Lykens  Valley 

O 

? 

Total  coal  I’ccluced  to  units  of  one  foot  in  thickness 697,770 

Surface  length  underlaid  by  Buck  iMountain  bed 14,400 

Average  thickness  of  coal  irer  foot  of  surface : 48.45 


Total  coal  reduced  to  units  of  one  foot  in  thickness 697,770 

Surface  length  underlaid  by  Buck  iMountain  bed 14,400 

Average  thickness  of  coal  irer  foot  of  surface : 48.45 


Remarks. 

The  published  section  No.  15  extends  only  south  to  the 
most  northern  outcrop  of  the  Palmer  bed.  I have,  how- 
ever, constructed  this  section  all  the  way  across  the  field  to 
the  red  shale  outcrop  on  the  south  flank  of  Sharp  Mountain, 
and  the  bed  lengths  given  above  are  measured  on  this  ex- 
tended section. 
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lieference: — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  6 and  10. 

S.  C.  F.,  cross-section  sheets  5,  6,  7,  and  8. 
S.  C.  F.,  columnar  section  sheets  5 and  11. 


Cross-Section  No.  16. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness i)f  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  be( 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Sand rock  

3.0 

2.16 

4,000 

8,640 

Lewis 

4.5 

3.24 

5,400 

17,496 

Palmer 

3.0 

2.16 

7,750 

16,740 

Charles  Pott 

3.5 

2.52 

8,300 

20,916 

Clarkson 

5.0 

3.60 

9,350 

33,660 

Little  Diamond 

2.0 

1.44 

10,750 

15,480 

Diamond 

6.0 

4.32 

11,050 

47,736 

Little  Orchard 

? 

? 

11,800 

V 

Orchard  

3.5 

2.52 

13,500 

34,020 

Primrose 

7.0 

5.04 

14,850 

74,844 

Holmes 

4.0 

2.88 

16,250 

46,800 

Mammoth  Top  split  . . . 

8.0 

5.76 

17,250 

99,360 

Mammoth  Middle  split  . 

11.0 

7.92 

18,100 

143,352 

Mammoth  Bottom  split 

11.0 

7.92 

18,400 

145,728 

Skidmore 

7.0 

5.04 

18,800 

94,752 

Buck  Mountain 

8.0 

5.76 

21,800 

125,568 

Lykens  Valley 

? 

? 

30,900 

Total  coal  reduced  to  units  of  one  foot 

in  thickness 

925,092 

Surface  length  underlaid  by  Buck  Mountain  bed 

17,000 

Average  thickness  of  coal  per  foot  of  surface  . . . 

54.41 
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Reference : — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  7,  10,  11,  and  14a. 

S.  C.  F.,  cross-section  sheets  5,  6,  7 and,  8. 
S.  C.  F.,  columnar  section  sheets  5 and  9. 


Cross-Section  No.  17. 


Name  of  Bed. 

Average 

thickness 

Aver,  thick- 
ness of  coal, 

Length 
of  bed. 

Length  of  bed 
Coal  1 foot 

of  bed. 

72  per  cent. 

thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Salem 

3.0 

2.16 

2,100 

4,536 

Sand rock  

3.0 

2.16 

5,200 

11,232 

Lewis 

5.5 

3.96 

8,300 

32,868 

Yard 

3.0 

2.16 

10,500 

22,680 

Little  Traev 

3.0 

2.16 

11,850 

25,596 

Tracy 

4,5 

3.24 

12,900 

41,796 

Little  Clinton 

2.0 

1.44 

8,200 

11,808 

Clinton 

3.0 

2.16 

9,000 

19,440 

Little  Diamond 

2.5 

1.80 

17,550 

31,590 

Diamond  .... 

7.0 

5.04 

18,050 

90,972 

Little  Orchard 

3.0 

2.16 

18,750 

40,500 

Orchard  

6.0 

4.32 

18,800 

81,216 

Primrose 

8.0 

5.76 

20,000 

115,200 

Holmes 

4.5 

3.24 

21,000 

68,040 

Seven  Foot  

10.0 

7.20 

22,150 

159,480 

Mammoth  Middle  si^lit  1 

IS.O 

I'’  96 

24,400 

316,224 

Mammoth  Bottom  split  J 

Skidmore 

4.5 

3.24 

27,700 

28,600 

8y,  / 48 

Buck  Mountain 

6.0 

4.32 

123,552 

Lykens  Valley 

9 

9 

34,000 

Total  coal  retluced  to  units  of  one  foot 

in  thickness 

1,286,478 

Surface  lenath  underlaid  bv  Buck  iMountain  bed 

21,800 

Average  thickness  of  coal  ])er  foot  of  surface  . . 

59.01 

Remarks. 

All  the  above  beds  have  been  opened  along  or  in  the 
neighborhood  of  this  section. 
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Reference : — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  7,  11,  and  11. 

,S.  C.  F.,  cross-section  sheets  9,  10,  11,  and  12. 

S.  C.  F.,  columnar  section  sheets  5,  6,  7,  8,  9,  and  11. 


Cross-Section  No.  18. 


Name  of  Bed. 

Average 
1 thickness 
of  bed. 

1 Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Brewery 

. . 2.5 

1.80 

1,540 

2,772 

Salem 

. . (j.O 

4.32 

6,700 

28,944 

Faust 

. . 4.0 

2.88 

9,000 

25,920 

Tunnel 

. . 5.0 

3.60 

13,400 

48,240 

Peach  Mountain 

. . (i.O 

4.32 

16,900 

73,008 

Yard 

. . 5.0 

3.60 

18,900 

68,040 

Little  Ti-acy  .... 

. . 3.0 

2.16 

19,300 

41,688 

Tracv  

4.5 

3.24 

19,800 

64,152 

Tattle  Diamond 

. . 2.5 

1.80 

18,700 

33,6()0 

iJiamond 

. . 6.0 

4.32 

18,950 

81,864 

Ijittle  Orchard  . . 

. . 3.0 

2.16 

20,350 

43,95(1 

Orchard 

. . 5.0 

3.60 

20,500 

73,800 

Primrose 

. . 7.0 

5.04 

21,750 

109,620 

Holmes 

. . 4.0 

2.88 

24.000 

69,120 

Seven  Foot  . . 

. . 10.0 

7.20 

25,250 

181,800 

Mammoth  .... 

, . 18.0 

12.06 

26,700 

346,032 

Skidmore 

. . 4.0 

2.88 

27.700 

79,77() 

Buck  Mountain  . . 

. . 4.0 

2.88 

29,000 

83,520 

Lykens  Valley  . . 

? 

0 

41.200 

Total  coal  reduced  to 

units  of  otie  foot  in  thickness  .... 

1,455,912 

Surface  underlaid  by 

Buck  Mountain 

lied  . . . 

22,300 

Average  thickness  of  coal  per  foot  of  surface  . 

65.29 

Reference : — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  7,  8,  11,  and  14. 

S.  C.  F.,  cross-section  sheets  9,  10,  11,  and  12. 

S.  C.  F.,  columnar  section  sheets  6,  7,  8,  9,  and  11. 


Cross-Section  No.  19. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Salem 

3.0 

2.16 

7,900 

17,064 

Rabbit  Hole 

2..5 

1.80 

9,800 

17,640 

Tunnel 

5.0 

3.60 

15,300 

55,080 

Peach  Mountain 

7.0 

5.04 

17,900 

90,216 

Little  Tracv 

3.0 

2.16 

20,000 

43,200 

Trac}" 

4.5 

3.24 

21,100 

68,364 

Little  Diamond 

3.0 

2.16 

21,900 

47,304 

Diamond 

7.0 

5.04 

22,200 

111,888 

Little  Orchard 

2.5 

1.80 

22,500 

40,500 

Orchard 

6.0 

4.S2 

22,800 

98,496 

Primrose 

10.0 

7.20 

23,000 

165,600 

Holmes 

6.0 

4.32 

25,300 

109,296 

Mammoth  Top  split  . . . 

10.0 

7.20 

27,000 

194,400 

Mammoth  Middle  split  . 

4.0 

2.88 

27,500 

79,200 

Mammoth  Bottom  split  . 

12.0 

8.64 

30,100 

260,064 

Skidmore 

6.0 

4.32 

31,900 

137,808 

Buck  Mountain 

4.0 

2.88 

33,940 

97,747 

Upper  Lvkens  Valiev  . . 

0 

? 

Lower  Lykens  Valley  . . 

0 

41,400 

Total  coal  reduced  to  units 

of  one  foot  in  thickness  .... 

1,633,867 

Surface  length  underlaid  bv  Buck  Mountain  bed  , 



24,800 

Average  thickness  of  coal 

per  foot  of  surface  . . 

65.88 
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Rejerence : — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  S,  12,  and  lo. 

S.  C.  F.,  cross-section  sheets  9,  10,  11,  and  12. 
S.  C.  F.,  columnar  section  sheets  6,  9,  and  10. 


Cross-Section  No.  20. 


Name  of  Bod. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
tliick. 

Feet. 

Feet. 

Feet. 

Feet. 

Salem  

3.0 

2.16 

6,700 

14,472 

Tunnel 

Peach  Mountain  or  Black 

4.0 

2.88 

12,300 

35,424 

Mine 

5.0 

3.60 

14,900 

53,640 

Little  Tracy 

3.0 

2.16 

16,400 

35,424 

Tracy  . . . .... 

4.5 

3.24 

16,800 

54,432 

Little  Diamond 

2.5 

1.80 

18,100 

32,580 

Diamond 

7.0 

5.04 

19,900 

100,296 

Tuttle  Orchard 

2.5 

1.80 

21,000 

37,800 

Orchard 

4.0 

2.88 

21,600 

62,208 

Primrose 

10.0 

7.20 

22,080 

158,976 

Holmes 

8.0 

5.76 

24,200 

139,392 

Mammoth  Tup  split  . . 

11.0 

7.92 

25,730 

203,782 

Mammoth  Middle  S])lit 

4.0 

2.88 

27,100 

78,048 

Mammoth  Bottom  s])lit  . 

S.O 

5.76 

30,800 

177,408 

Skidmore 

0.0 

4.32 

32,300 

139,536 

Buck  Mountain 

4.0 

2.88 

36,000 

103,680 

Lykens  Valley  beds  , . . 

4.0 

2.88 

42,300 

121,824 

Total  coal  reduced  to  units  of  one  foot 

in  thickness  .... 

1 ,548,922 

Surface  length  underlaid  by  Buck  IMountain  bed 

26,900 

Average  thickness  of  coal  per  foot  of  Buck  Mountain  surface. 

57.54 

Surface  length  underlaid  by  Lykens  Valley  bed 

33,250 

Average  thickness  of  coal  i>er  foot  Lykens  Valley  surface  . 

46.58 
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lleference : — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  8a,  12,  13,  and  15. 

S.  C.  F.,  cross-section  sheets  13,  14,  15,  and  10. 
S.  C.  F.,  columnar  section  sheets  8,  9,  and  10. 


Cross-Section  No.  21. 


Name  of  BeJ. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  percent. 

Length 
of  bed. 

Length  of  bed 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Salem 

2.5 

J.80 

6,300 

11,340 

Tunnel 

4.0 

2.88 

9,800 

28,224 

Peach  Mountain  .... 

5.0 

3.60 

16,700 

60,120 

Little  Tracy 

4.0 

2.88 

18,100 

52,128 

Tracy  

4.0 

2.88 

17,800 

61,264 

Little  Diamond 

2.5 

1.80 

17,900 

32,220 

Diamond 

5.0 

3.60 

18,500 

66,600 

Little  Orchard 

2.5 

1.80 

19,000 

34,200 

Orchard 

4.0 

2.88 

19,500 

56,160 

Primrose 

10.0 

7.20 

20,K)0 

144,720 

Black  Heath 

8.0 

5.76 

22,800 

131,328 

Rough  

5.0 

3.60 

21,600 

77,760 

Mammoth  Top  split  . . 

10.0 

7.20 

24,700 

177,840 

Mammoth  Bottom  split  . 

10.0 

7.20 

25,000 

180,000 

Skidmore 

3.0 

2.16 

25,900 

55,944 

Buck  Mountain 

6.0 

4.32 

34,600 

149,472 

Lykens  Valley  beds  . . . 

8.0 

5.76 

42,000 

241,920 

Total  coal  reduced  to  units 

of  one  foot 

in  thickness  .... 

1,551,240 

Surface  length  underlaid  by  lowest  workable  bed  (Lykens 

Valley) 32,600 

Average  thickness  of  coal  jier  foot  of  surface 47.58 
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Reference : — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  8a,  13,  and  IG. 

S.  C.  F.,  cross-section  sheets  13,  14,  and  15. 

S.  C.  F.,  columnar  section  sheets  10  and  11. 


Cross-Section  No.  22. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Salem  

Feet. 

2.5 

Feet. 

1.80 

Feet. 

4.600 

Feet. 

8,280 

Tunnel 

4.0 

2.88 

8,000 

23,040 

Peach  ^Mountain  . 

6.0 

4.32 

10,400 

44,928 

Little  Tracy  .... 

4.0 

2.88 

13,800 

39,744 

Tracv  

4.0 

2.88 

15,300 

44,064 

Little  Piamoml  ..... 

2.5 

1.80 

8,100 

14,580 

Diamond 

5.0 

3.60 

17,500 

63,000 

Orchard  

4.0 

2.88 

17,700 

50,976 

Primrose 

8.0 

5.76 

17,900 

103,104 

Black  Heath 

8.0 

5.76 

18,200 

104,832 

IMammoth  Toj)and  Bottom 

16.0 

1 1 .52 

20,000 

230,400 

Skidmore 

3.0 

2.16 

19,700 

42,552 

Buck  Mountain 

9.0 

6.48 

23,300 

150,984 

Lvkens  Valley  No.  1 . . . 

2.0 

1.44 

24,900 

35,856 

Lykens  Valley  No.  2 . . . 

2.0 

1.44 

30,200 

43,488 

Lvkens  Valley  No.  .0  . . . 

2.0 

1.44 

30,800 

44,352 

Lykens  Valiev  No.  4 . . . 

2.0 

1.44 

31,800 

45,792 

Ijvkens  ValleyNos.  5 and  6, 

3.0 

2.16 

32,500 

70,200 

Total  coal  reduced  to  units  of  one  foot 

in  thickness  .... 

1,160,172 

Surface  length  underlaid  hy  lowest  workable  bed  (Lykens 
Valley) 

24,000 

Average  thickness  of  coal  per  foot  of  surface  . . 

48.34 
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Reference : — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  8a,  13,  and  16. 

S.  C.  F.,  cross-section  sheets  16,  17,  and  18. 
S.  C.  F.,  columnar  section  sheets  10  and  11. 


Ckoss-Section  No.  23. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  hed. 
Coal  1 foot 
thick. 

Salem  

Feet. 

Feet. 

Feet. 

Feet. 

2.5 

1.80 

2,400 

4,320 

Tunnel 

3.0 

2.16 

3,200 

6,912 

Peach  Mountain 

6.0 

4.32 

9,000 

38,880 

Little  Tracy 

4.0 

2.88 

11,800 

33,984 

Tracy  

4.0 

2.88 

14,000 

40,320 

Little  Diamond 

2.5 

1.80 

16,000 

28,800 

Diamond 

5.0 

3.60 

18,700 

67,320 

Orchard  

4.0 

2.88 

18,100 

52,128 

Primrose 

8.0 

5.76 

18,200 

104,832 

Black  Heatli 

8.0 

5.76 

18,400 

105,984 

Four  Foot  

Mammoth  Top  and  Bot- 

4.0 

2.88 

18,900 

54,432 

tom  splits 

18.0 

12.96 

19,300 

2.50,128 

Skidmore 

4.0 

2.88 

19,600 

56,448 

Buck  Mountain  ... 

8.0 

5.76 

20,000 

115.200 

Lykens  Valley  No.  1 . . . 

:^.5 

1.80 

20,400 

36,720 

Lykens  Valley  No.  2 . . . 

3.0 

2.16 

23,900 

51,624 

Lykens  Valley  No.  3 . . . 

2.5 

1.80 

24,600 

44,280 

Lykens  Valley  No.  4 . . . 

2.5 

1.80 

26,700 

48;060 

Lykens  Valley  No.  5 . . . 

3.0 

2.16 

28,100 

60,696 

Total  coal  reduced  to  units  of  one  foot  in  thickness  . . 

1,201,068 

Surface  length  underlaid  by  lowest  workable  bee 

1 (Lykens 

Valley) 

18,900 

Average  thickness  of  coal  per  foot  of  surface  . . 

63.55 
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Reference : 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheets  17  and  21. 

S.  C.  F.,  cross-section  sheets  16,  17,  and  18. 

S.  G.  F.,  columnar  section  sheets  7,  10,  and  11. 


Cross-Section  No.  24. 


N.atne  of  Bed. 

A verage 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Lengtli 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Little  Diamond 

6 

4.32 

1,350 

5,832 

Diamond 

4 

2.88 

2,300 

6,624 

Little  Orchard 

4 

2.88 

3,950 

11,376 

Orchard 

6 

4.32 

9,500 

41,040 

Primiose 

S 

5.76 

11,500 

66,240 

Black  Heath 

8 

5.76 

12,800 

73,728 

Four  Foot  

4 

2.88 

6,720 

19,354 

Mammoth  Top  and  Bot- 
tom splits 

IS 

12.96 

16,300 

211,248 

Skidmore 

4 

2.88 

17,200 

49,536 

Buck  Mountain 

4 

2.88 

18,200 

.52,416 

Lykens  Valley  No.  1 . . . 

4 

2.88 

20,600 

59,328 

Lvkens  Valley  No.  2 . . . 

4 

2.88 

23.600 

67,968 

Lykens  Valley  No.  3 . . . 

3 

2.16 

13,900 

30,024 

Lykens  Valiev  No.  -i  . . . 

o 

1.44 

25,800 

37,152 

LykensValley  Nos.  -5  and  6, 

3 

2.16 

27,600 

59,616 

Total  coal  reduced  to  units 

of  one  foot  in  thickness  .... 

791,482 

Surface  lenarth  underlaid  by  lowest  workable  bed  (Lykens 

Valley) 

19,350 

Average  thickness  of  coal  per  foot  of  surface  . 

40.90 
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Reference  : — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheet  17. 

S.  C.  F.,  cross-section  sheet  19. 

S C.  F.,  columnar  section  sheets  10  and  11. 


Cross-Section  No.  25. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent 

Lengtli 
of  bed. 

Length  of  bed 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet, 

Feet. 

Coal 

6.0 

4.32 

1 ,200 

5,184 

Coal 

4.0 

2.88 

2,100 

6,048 

Coal 

3.0 

2.16 

3,400 

7,344 

Orchard  

6.0 

4.32 

4,400 

19,008 

Primrose 

7.0 

O.04 

6,200 

31,218 

Black  Heath 

8.0 

5.76 

7,100 

40,896 

Four  Foot 

4.0 

2.88 

8,100 

23,328 

Mammoth  Top  sjdit  . . . 

10.0 

7.20 

8,200 

59,040 

Mammoth  Bottom  siilit  . 

5.0 

3.60 

8,300 

29,880 

Skidmore  

5.0 

3.60 

8,600 

30,960 

Buck  Mountain 

3.0 

2.16 

9,100 

19,656 

Lykens  Valiev  No.  1 . . . 

3.0 

2.16 

9,900 

21,384 

LvkensValley  Nos.  2 and  3, 

3.0 

2.16 

11,000 

23,760 

Lvkens  Valley  No.  4 . . . 

2.-5 

1.80 

11,600 

20,880 

LykensValleyNos.  5 and  6, 

3.0 

2.16 

12,000 

25,920 

Total  coal  reduced  to  units  of  one  foot 

in  thickness  .... 

364,536 

Surface  length  underlaid  by  lowest  workable  bed  (Lvkens 
Valley) '.  . . 

9,000 

Averasre  thickness  of  coal  per  foot  of  surface 40.50 
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Reference  : — 

Geological  Survey  of  Pennsylvania. 

S.  C.  F.,  mine  sheet  IS. 

S.  C.  F.,  cross-section  sheet  19. 

S.  C.  F.,  columnar  section  sheets  10  and  11. 


Cross-Section  No.  26. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Diamond 

8.0 

5.76 

700 

4,032 

Little  Orchard  

2.5 

1.80 

1,500 

2,700 

Orciiard 

6.0 

4..S2 

2,000 

8,640 

Primrose 

6,0 

4.32 

2,400 

10,368 

Holmes 

8.0 

5.76 

2,600 

14,976 

Four  Foot 

4.0 

2.88 

3,200 

9,216 

Mammoth  Top  sjdit  . . . 

4.0 

2.88 

3,300 

9,504 

Mammoth  Bottom  split  . 

6.0 

4.32 

3,400 

14,688 

Skidmore 

2.0 

1.44 

3,700 

5,328 

Buck  Mountain 

6.0 

4.32 

5,600 

24,192 

Lykens  Valley  No.  1 . . . 

2.0 

1.44 

7,80u 

11,232 

Lykens  Valley  Nos.  2and  3, 

4.0 

2.88 

11,000 

31,680 

Lykens  Valley  No.  4 . . . 

3.0 

2.16 

11,700 

25,272 

Lykens  Valley'  Nos.  5 and  6, 

10.0 

7.20 

11,800 

84,960 

Total  coal  reduced  to  units  of  one  foot 

in  thickness 

256,788 

Surface  underlaid  by  lowest  workable  bed  (Lykens  Valley)  . 

8,800 

Average  thickness  of  coal  per  foot  of  surface  . . . 

29.18 
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Reference : — 

Geological  Survey  of  Pennsylvania. 
S.  C.  F.,  mine  sheet  19. 

S.  C.  F.,  cross-section  sheet  20. 

S.  C.  F.,  columnar  section  sheet  7. 

Ckoss-Section  No.  27. 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Lengthof  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Orchard  

2.5 

1.80 

2,700 

4,860 

Primrose 

4.0 

2.88 

3,600 

10,368 

Holmes 

6.0 

4.32 

3,800 

16,416 

i\Iammoth 

8.0 

5.76 

4.300 

24,768 

Skidmore 

3.5 

2 52 

5,200 

13,104 

Buck  Mountain 

2.5 

i.80 

5,500 

9,900 

Lvkens  Valley  Nos.  2and  3, 

2.5 

1.80 

9,000 

16,200 

Whites 

3.5 

2.52 

9,500 

23,940 

Lykens  Valiev  No.  5 . . , 

10.0 

7.20 

9.700 

69.840 

Little 

3.0 

2.16 

9,800 

21,168 

Zero 

2.5 

1.80 

3,000 

5,400 

Total  coal  reduced  to  units  of  one  foot 

in  thickness 

215.964 

Surface  length  underlaid  hv  lowest  workable  bed 

7,300 

Average  thickness  of  coal  per  foot  of  surface  . . 

29.59 

Reference : — 

Geological  Survey  of  Pennsylvania. 
S.  C.  F.,  mine  sheet  20. 

S.  C.  F.,  cross-section  sheet  20. 

S.  C.  F.,  columnar  section  sheet  7. 

Cross-Sectiox  No.  28. 


Kame  of  Bed. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feet. 

Orchard 

4.0 

2.88 

500 

1,440 

Primrose 

3.0 

2.16 

1,000 

2,160 

Holmes 

3.0 

2.16 

1,500 

3,240 

IMammoth 

3.0 

2.16 

2,500 

5,400 

Skidmore 

3.0 

2.16 

2,900 

6,264 

LvkensVallev  Nos.  2 and  3, 

2.5 

1.80 

7,100 

12,780 

Whites 

3.5 

2.52 

7,300 

18,396 

Lvkens  Valley  No.  5 . . . 

9.0 

6.48 

7,400 

47,952 

Little 

3.0 

2.16 

7,500 

16,200 

Total  coal  reduced  to  units  of  one  foot  in  thickness  .... 

113,832 

Surface  underlaid  bv  lowest  workable  bed  . . . 

5,250 

Average  thickness  of  coal  per  foot  of  surface 21.68 
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Reference : — 


Geological  Survey  of  Pennsylvania. 
S.  C.  F.,  mine  sheet  22. 

S.  C.  F.,  cross-section  sheet  21. 

S.  C.  F.,  columnar  section  sheet  11. 


Cross- Section  No.  29. 


Name  of  Beil. 

Average 
thickness 
of  bed. 

Aver,  thick- 
ness of  coal, 
72  per  cent. 

Length 
of  bed. 

Length  of  bed. 
Coal  1 foot 
thick. 

Feet. 

Feet. 

Feet. 

Feel. 

Primrose 

4 

2.88 

2,800 

8,064 

Holmes 

4 

2.88 

3,300 

9,504 

Mammoth  

10 

7.20 

4,300 

30,960 

Skidmore 

3 

2.16 

4,800 

10,368 

Buck  Mountain 

4 

2.88 

5,200 

14,976 

Lykens  Valley  beds  . . . 

15 

10.80 

8,300 

89,640 

Total  coal  reduced  to  units  of  one  foot  in  thickness  .... 

16.3,512 

Surface  length  underlaid  by  lowest  workable  bed  (Lykens 

Valiev)  . 

4,650 

Average  thickness  of  coal 

per  foot  of  surface  . 

35.16 

Remarks. 

The  identity  of  the  beds  on  the  two  sides  of  the  Schujd- 
kill  and  Dauphin  basin  is  very  uncertain,  nor  is  it  certain 
that  any  of  the  beds  here  have  been  correctly  identified 
with  those  to  the  east  at  section  24,  excepting  the  Lykens 
Valley  beds  Nos.  4,  5,  and  6,  which  have  been  woi’ked  west 
from  Lincoln  and  Kalmia  collieries  to  this  section  line; 
therefore  the  estimate  of  the  number  and  thickness  of  the 
coal-beds  along  this  section  line  is  an  ap})roximate  one. 
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Reference : — 

Geological  Survey  of  Pennsylvania. 
S.  C.  F.,  mine  sheet  1. 

S.  C.  F.,  columnar  section  sheet  1. 

S.  C.  F.,  cross-section  sheet  1. 


Area  No.  38. 


On  Mine  Sheet  No.  1. 


(Copied  from  Geological  Survey  of  Pennsylvania,  Report  of  Progress  AA, 

page  138.) 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal. 

Surface 
area  in 
acres. 

Bed  area 
in  acres. 

Probable  origi- 
nal contents 
in  tons. 

G or  Upper  Red  Ash  . 

Feet. 

5.0 

Feet. 

2.5 

59 

103 

510,982 

F or  Red  Ash  .... 

13.0 

9.0 

314 

549 

9,762,385 

Five-Foot 

4.5 

3.0 

404 

706 

4,182,931 

E or  Top  split  ■ • • 1 
Middle  Mammoth  . 1 
D or  Bottom  split  . j 
C 

29.0 

23.0 

495 

863 

39,189,964 

4.5 

3.0 

638 

1,113 

6,591,266 

B 

15.0 

10.0 

781 

1,362 

26,902,857 

A 

3.0 

1.0 

781 

1,362 

2,690,262 

Lykens  Valley  .... 

Probable  original  contents  of  area  No.  1 

89,830,647 

The  Lykens  Valley  beds  are  not  considered  in  this  table, 
as  nothing  is  certainly  known  of  their  extent  or  thickness. 
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Reference : — 

Geological  Survey  of  Peunsylvania. 
S.  C.  F.,  mine  sheet  2. 

S.  C.  F.,  cross-section  sheet  2. 

S.  C.  F.,  columnar  section  sheet  2. 


Area  No.  39. 

On  ]\[ine  Sheet  No.  2. 

(Copied  from  Geological  Survey  of  Pennsylvania,  Report  of  Progress  AA, 

page  139.) 


Name  of  Bed. 

Average 
ibifkness 
of  bed. 

Average 
thickness 
of  coal. 

Surface 
area  in 
acres. 

Bed  area 
in  acres. 

Probable  origi- 
iijHl  conteuts 
in  tons. 

Second  Twin 

Feet. 

? 

Feet. 

? 

84 

132 

First  Twin 

o 

322 

502 

Jock 

7 

3 

703 

1,096 

6,4t)5,400 

Washington 

3 

1 

1,083 

1,689 

3,335,499 

G or  Upper  Red  Ash  . 

0 

3 

1 ,544 

2,408 

14,267,400 

F or  Red  Ash 

9 

5 

2,288 

3,51 1 

35,243,776 

Five-Foot 

E or  Top  split  . . . ) 
Middle  Mammoth  . 1 

55 

27 

2,817 

4,406 

234,933,419 

D or  Bottom  split  . ) 
C 

5 

O 

O 

3.070 

4,801 

28,443,556 

B 

8 

2 

3,322 

5,196 

20,522,343 

A 

5 

2 

3,322 

5,196 

10.262,100 

Probable  original  contents  of  area  No.  2. 

353,503,493 

Thicknesses  of  coal-beds  above  the  Jock  bed  unknown. 


Reference : — 

Geological  Survey  of  Pennsylvania. 
S.  C.  F.,  mine  sheet  3. 

S.  C.  F.,  cross-section  sheet  3. 

S.  C.  F.,  columnar  section  sheet  3. 

Area  No.  40. 

On  Mine  Sheet  No  3.. 


(Copied  from  Geological  Survey  of  Pennsylvania,  Eeport  of  Progress  AA, 

page  140.) 


Name  of  Bed. 

Average 
thickness 
of  bed. 

Average 
thickness 
of  coal. 

Surface 
area  in 
acres. 

Bed  area 
in  acres. 

Probable  orig- 
inal contents 
in  tons. 

Third  Upper  Red  Ash  . 

Feet. 

Feet. 

15 

23 

Second  Upjier  Red  A.'-h, 

39 

62 

First  Upper  Red  Ash  . 

189 

299 

Second  Twin 

339 

537 

First  Twin 

792 

1 ,251 

Jock 

7 

3 

1,245 

1,967 

11,658,090 

Washington 

3 

1 

1,796 

2,839 

5,604,832 

G or  Upper  Red  Ash  . 

5 

3 

2,347 

3,707 

21,969,781 

F or  Red  Ash 

12 

9 

3,039 

4,803 

85,373,325 

F or  Top  S])lit  • • ■ ) 
Middle  Mammoth  . . t 

43 

27 

3, .532 

5,391 

298,246,725 

D or  Bottom  split . . J 
C 

11 

8 

3,729 

5,901 

93.221,7.38 

B 

6 

O 

3,926 

6,210 

24,529,500 

4 

3,926 

6,210 

49.0.59,000 

Probable  original  contents  of  area  Xo.  3 

589,662,991 

Thicknesses  of  coal-beds  above  the  Jock  bed  unknown. 


Reference : — 

Geological  Survey  of  Pennsylvania. 
S.  C.  F.,  mine  sheet  20. 

Area  No.  57. 


From  Cross-Section  No.  28  to  End  of  Wiconisco  Basin. 


Name  of  Bed. 

1 Average 
thickness 
of  bed. 

Average 
thickness 
of  coal  77 
jier  cent. 

Surface 
area  in 
ac res. 

Bed  area 
in  acres. 

Probaiile  orig- 
inal contents 
in  tons. 

Mammoth,  .... 

Feet. 

3.0 

Feet. 

2.16 

104.9 

131.1 

514.814 

Skidmore 

o 

9 

*? 

•> 

Lvkens  Valiev  (2  and  3), 

2.5 

1.80 

1,028.5 

1,285.0 

4,206,997 

Whites  (4) 

3.5 

2.52 

1 064.3 

1.. 330.3 

6, 094, .583 

Lykens  Valley  (5)  . . . 

9.0 

6.48 

1,101.9 

J ,3  / / .4 

16,226.653 

Little  (6) 

3.0 

2.16 

1,144.5 

1,430.4 

5,617,009 

Probable  total  original  contents  of  area  No.  57  . . 

32,660,056 
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Reference : — 

S.  C.  F.,  mine  sheets  22,  23,  24,  25,  26,  and  27. 

S.  C.  F.,  columnar  section  sheet  8. 

S.  C.  F.,  cross-section  sheet  21. 

Area  No.  59. 

Schuylkill  and  Dauphin  Basin. 

(Between  section  29  and  the  west  end  of  the  basin.) 

The  Schuylkill  and  Dauphin  basin  extends  west  of  sec- 
tion 29,  as  a long,  narrow,  deep  trough,  some  23  miles,  end- 
ing about  one  mile  east  of  the  Susquehanna  River,  and  just 
north  of  the  village  of  Dauphin,  having  for  its  southern 
barrier  the  crest  of  Sharp  Mountain,  and  for  its  northern 
that  of  Fourth  Mountain.  The  width  of  the  basin  at  section 
29  is  about  one  mile,  tapering  to  a point  at  the  western  end. 

With  the  exception  of  a few  trial  shaftings  no  work  has 
been  done  in  this  area  since  1860.  Previous  to  this  some 
2 or  3 collieries  had  been  opened  and  some  shipments  of 
coal  made. 

The  report  of  the  first  Geological  Survey,  speaking  of  this 
basin,  says;  “The  Dauphin  coal  basin  is  now  (1868)  entirely 
deserted  by  coal  miners.  For  several  years  little  or  no  coal 
has  been  shipped  from  it.  So  unreliable  do  the  seams  prove 
and  so  great  is  the  outlay  required  that,  recollecting  that 
former  experiments  have  failed,  no  disposition  is  manifested 
at  present  to  develop  its  resources.” 

Owing  to  the  irregularity  of  the  beds,  which  is  plainly 
shown  by  the  maps  of  the  collieries  which  were  opened,  the 
comparatively  small  extent  of  the  developments  made,  and 
the  meagre  and  somewhat  uncertain  knowledge  we  have  of 
them,  any  estimate  of  the  amount  of  coal  in  the  area  must 
necessarily  be  a very  general  one. 

The  second  Geological  Survey  made  a very  thorough  ex- 
amination of  this  basin,  and  while  connected  with  that  work  I 
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became  acquainted  with  the  surface  exposures  and  with  the 
few  maps  and  the  old  data  relating  to  this  basin. 

The  surface  underlaid  by  coal  is  S,1~0.  acres. 

Owing  to  the  very  steep  dips  on  both  sides  of  the  basin 
the  bed  acreage  is  perhaps  one  and  one-half  times  the  sur- 
face acreage,  or  12,255.2  acres. 

The  probable  average  thickness  of  coal  at  section  29  is 
estimated  to  be  35.16  feet.  From  the  section  Avestward  the 
basin  slowly  diminishes  in  Avidth  and  in  depth,  the  coal 
beds  gradually  spooning  out  until  the  loAvest  bed  comes  to- 
day near  Dauphin.  Were  AA’e  to  use  15  feet  as  a rough  ap- 
proximation of  the  average  thickness  of  Avorkable  coal  for 
this  area  its  contents  Avould  be  334,199,304  tons. 

Estimated  original  contents  of  area  No.  59,  334,199,304 
tons. 


Table  D which  follows  shoAVS  the  estimate  of  contents  for 
the  whole  field. 

The  explanation  of  Table  A,  Northern  field,  page  75, 
applies  equally  AA'ell  here,  excepting  as  to  specific  gravity. 

The  only  determinations  of  specific  gravity  that  Ave  have 
by  McCreath  in  this  field  are  in  the  Panther  Creek  basin, 
east  of  Tamaqua,  which  there  give  as  an  average  1.6307, 
and  Mr.  Ashburner  used  this  in  his  estimate.  (Areas  38, 
39,  and  40.) 

Determinations  by  others  would  shoAv  that  to  the  Avest  the 
coals  are  less  dense,  and  those  of  the  Lykens  Valley  group 
decidedly  so. 

I am  indebted  to  Mr.  J.  R.  Hoffman,  of  the  Philadelphia 
and  Reading  Coal  and  Iron  Company,  for  a number  of  spe- 
cific gravity  determinations  of  coals  from  the  western  part  o 
the  field.  The  average  of  the  Lykens  Valley  coals  is  1.44.  I 
have  thought  best  to  use,  as  in  the  Western  Middle  field, 
1.614  or  1960  tons  per  foot  acre  for  areas  41  to  49  inclusive, 
and  1.50  or  1818  tons  per  foot  acre  for  the  balance  of  the 
field  (areas  50  to  59  inclusive).  The  Lykens  Valley  group 
first  attains  prominence  in  the  neighborhood  of  area  50. 
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Table  D. 


Estimate  of  Total  Original  Contents  Southern  Coal-Field. 


1. 

2. 

3. 

4. 

5. 

6. 

Probable 

Surface  Area  Acres 

Area 

No. 

Between 

Probable  aver- 

average 

Probable  origi- 
nal contents  in 
tons. 

cross-sec- 

tions. 

age  thickness  of  thickness  of 
coal  at  cross-  I coal  for 

Buck 

Mountain 

Lovrest 

■workable 

secuons. 

areas. 

bed. 

bed. 

Feet. 

Feet. 

*38  . 

(M 

S.  I.) 

781.0 

89,830,647 

*39  . 

(M.  S.  II.) 

3,322.0 

353,503,493 

*40  . 

(M 

{ 

S.  III.) 

3,926.0 

589,662,991 

41  . 

12 

13 

73.39 

47.23 

} 

60.31 

tl  ,773.1 

2,115.4 

209,593,895 

42  . 

i 

1 

{ 

13 

14 

47.23 

40.43 

} 

43.83 

fl,637.5 

2,099.1 

140,672,385 

43  . 

14 

15 

40.43 

48.45 

} 

44.44 

15,317.3 

7,570.7 

463,149,591 

44  . 

{ 

15 

16 

48.45 

54.41 

} 

51.43 

t4, 864.7 

8,755.1 

490,375,381 

45  . 

{ 

16 

17 

54.41 

59.01 

1 

56.71 

16,285.1 

8,597.7 

698,598,921 

40  . 

f 

1 

17 

18 

59.01 

65.29 

} 

62.15 

14,025.7 

5,688.7 

490,386,619 

47  . 

{ 

18 

19 

65.29 

65.88 

1 

65.59 

16,901.9 

10,467.6 

887,283,417 

48  . 

{ 

19 

20 

65.88 

f57.54 

} 

61.71 

t5, 287.1 

6,993.3 

639,483,204 

49  . 

{ 

20 

21 

46.58 

47.58 

} 

47.08 

10,802.7 

996,838,587 

50  . 

1 

1 

21 

22 

47.58 

48.34 

} 

47.96 

7,396.9 

695,320,435 

51  , 

1 

1 

22 

23 

48.34 

63.55 

} 

55  95 

4,420.8 

449,670,956 

52  . 

( 

4 

23 

24 

63.55 

40.90 

\ 

i 

52,23 

6,173.0 

586,151,906 

53  . 

) 

\ 

24 

25 

40.90 

40.50 

} 

40.70 

2,536.0 

187,645,234 

54  . 

{ 

25 

26 

40.50 

29.18 

} 

34.84 

2,996.2 

189,776,671 

55 

{ 

26 

27 

29.18 

29.59 

\ 

) 

29.39 

3,542.8 

189,295,418 

56  . 

{ 

27 

28 

29.59 

21.68 

} 

25.64 

3,546.4 

165,310,187 

57  . 

28 

. . 

1,144.5 

32,660,056 

58 

{ 

24 

29 

40.90 

35.16 

r 

38.03 

4,614.3 

319,025,965 

59  . 

29 



8,170.1 

334,199,304 

Totals, 

....  415,946.2 

9,198,435,263 

* Areas  38,  39,  40,  and  57,  tlie  contents  of  each  bed  lias  been  estimated  separaiely,  given 
in  detail  on  pages  Ho,  116  and  117. 

t Arens  41  to  48,  the  estimate  of  contents  is  based  on  the  surface  area  of  the  Buck 
Mountain  bed. 

Total  surface  area  lowest  workable  coal-bed,  115,946.2 
acres,  or  181.16  square  miles. 

Estimated  total  original  contents  Southern  coal-field, 
9,198,435,263  tons. 


Recapitulation. 

Estimated  total  original  contents  and  area  of  Pennsyl- 
vania anthracite  coal-fields. 


Totals  hy  Fields. 


Area  lowest  workable 
coal-bed,  square 
miles. 

Probable  original  contents  in  tons. 

Northern 

Eastern  Middle  . . . 
Western  Middle  . . 
Southern  

173.29,  say  176 
32.72,  33 

94.04,  “ 94 

181.16,  “ 181 

<1,697,380,784,  sav  5,700,000,000 
602,491,447,  ‘‘  600,000,000 

4.009,564,831,  “ 4,000,000,000 
9,198,435,263,  “ 9,200,000,000 

Totals 

484.21,  say  484 

19,507,872,325,  say  19,500,000,000 

Estimated  total  area  lowest  workable  coal-bed,  484  square 
miles. 

Estimated  total  original  contents  Pennsylvania  anthra- 
cite coal-fields,  19,500,000,000  tons. 

The  trade  has  made  the  following  divisions  of  the  an- 
thracite fields,  viz. : — 

1.  Wyoming  region  . . . Northern  field  and  Bernice  basin. 

2.  Lehigh  region  .....  Eastern  IMiddle  field  ami  Southern  field  east 

of  Taniaqua. 

3.  Schuylkill  region  . . . Western  Middle  field  and  Southern  field  west 

of  Tainaqua. 


Totals  by  Regions. 


Area  lowest  workable 
coal-bed,  square 
miles. 

Probable  original  contents  in  tons. 

Wyoming 

Lehigh 

Schuylkill 

176.29,  say  176 
45.25  “ 45 

262.67  “ 263 

5,697,380,784,  say  5,700,000,000 
1,635,488,578,  “ 1,600.000,000 
12,175,002,963,  “ 12,200,000,000 

Totals 

484.21,  say  484 

19,507,872,325,  say  19,500,000,000 

Estimated  total  area  lowest  workable  coal-bed,  484  square 
miles. 

Estimated  total  original  contents  Pennsylvania  anthra- 
cite coal  regions,  19,500,000,000  tons. 
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A COLLECTION  OF  DATA  SHOWING  THE  PER 

CENT.  OF  COAL  ACTUALLY  WON  AT  SOME 
OF  THE  COLLIERIES  THROUGHOUT  THE  AN- 
THRACITE REGION. 

In  order  to  obtain  some  base  for  an  estimate  of  the 
amonnt  of  coal  wliicli  has  been  exhausted  by  mining,  the 
Commi-ssion  authorized  the  collection  of  tlie  available  data, 
showing  the  per  cent,  of  coal  which  had  been  won,  from 
worked  out  areas,  at  different  collieries  throughout  the 
region.  In  this  connection  I wish  to  acknowledge  my  in- 
debtedness for  the  data  following  to  : — 

W.  A.  May,  General  Superintendent  Llillside  Coal  and 
Iron  Company. 

M.  Barnard,  of  the  Llillside  Coal  and  Iron  Company. 

E.  H.  Lawall,  General  Superintendent  Lehigh  and  Wilkes- 
Barre  Coal  Company. 

William  J.  Richards,  Chief  Engineer  Lehigh  and  Wilkes- 
Barre  Coal  Com{)any. 

J.  H.  Bowden,  Chief  Engineer  Susquehanna  Coal  Com- 
]ainy. 

John  R.  Law,  IMining  Engineer  Pennsylvania  Coal  Com- 
pany. 

II . H.  Aside}",  Superintendent  Parrish  Coal  Company. 

C.  R.  Marcy,  Superintendent  Ranh  Coal  Company. 

C.  II.  Reynolds,  Superintendent  Chauncy  Coal  Company. 

II.  S.  T1  lompson.  Engineer  Girard  Estate. 

Executors  of  tlie  Estate  of  P.  W.  Sheafer. 

A.  W.  Sheafer,  E.  M. 

R.  C.  Luther,  General  Superintendent  Philadelplda  and 
Reading  Coal  and  Iron  Company. 

J.  R.  Hoffman,  Division  Engineer  Philadelphia  and 
Reading  Coal  and  Iron  Company. 

G.  S.  Clemens,  Division  Engineer  Philadelphia  and  Read- 
ing Coal  and  Iron  Compau}". 
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X.  C.  F.  (1.) 

Keystone  Cotlieey. 

Hillside  Coal  and  Iron  Company,  Operators. 

Mining  operations  from  1S82  to  1890  : — 

Area  worked,  119.5  acres. 

Archbald  bed,  average  thickness  7.6  feet,  average  thick- 
ness of  coal  (20  sections),  7.11G  feet. 

Surface  of  little  or  no  value,  100+  feet  of  cover  over  bed. 

Pillars  yet  to  be  robbed  and  gob  to  be  worked  over. 

Production,  769,383  tons,  including  all  sizes  except  culm. 

Average  yield  per  foot  acre,  904  tons,  or  48  per  cent. 

Specific  gravity  taken  at  1.55. 

Coal  actually  won  from  this  area,  including  buckwheat, 
48  per  cent. 

Mr.  May,  the  superintendent  of  this  company,  says  they 
usuall}"  count  on  winning  1000  tons  to  the  foot  acre  in  this 
neighborhood.  Should  the  pillars  and  gob  bring  the  yield 
to  this,  and  it  seems  quite  probable  that  they  will  equal  or 
even  exceed  it,  the  area  mined  would  then  show  a yield  ot 
53.2  per  cent. 

Estimate  of  coal  won,  including  what  can  probably  be 
got  from  pillars  and  gob,  53.2  per  cent. 

X.  C.  F.  (2.) 

XoTTiNGii.\M  Colliery'. 

Lehigh  and  Wilkes-Barre  Coal  Company,  Operators. 

Area  worked,  522.5  acres. 

Red  ash  bed,  about  22  feet  thick,  with  13  feet  of  coal. 

Surface  valuable ; Avorkings  200  to  400  feet  below  surface. 

Dip,  15  to  20  degrees. 

M'orked  out,  pillars  robbed. 

Coal  won  jier  foot  acre,  exclusive  of  buckwheat,  709.1  tons, 
or  37.7  per  cent. 

Coal  won  per  foot  acre,  estimating  buckwheat  at  10  per 
cent.,  780  tons,  or  41.5  per  cent. 

Estimate  of  coal  won,  including  buckwheat,  41.5  per  cent. 


124 


N.  C.  F.  (3.) 

Nottingham  Colliery. 

Lehigh  and  Wilkes-Ban-e  Coal  Company,  Operators. 
Area  worked,  138.1  acres. 

Ross  bed,  7 feet  thick,  with  6 feet  of  coal. 

Workings  near  the  outcrop,  and  it  was  not  necessary  to 
keep  the  surface  up. 

Dip,  15  to  25  degrees. 

Worked  out  and  pillars  robbed. 

Coal  won  per  foot  acre,  exclusive  of  buckwheat,  919  tons, 
or  48.9  per  cent. 

Coal  won  per  foot  acre,  adding  10  per  cent,  for  buck- 
wheat, 1000  tons,  or  53.2  per  cent. 

Estimate  of  coal  won,  including  buckwheat,  53.2  per  cent. 

N.  C.  F.  (4.) 

Hillman  Bed,  in  vicinity  op  Wilkes-Barre. 

Area  worked,  7.25  acres. 

Hillman  bed,  7 to  8 feet  thick,  with  6 feet  of  coal. 
Surface  kept  u|).  AForked  out,  pillars  robbed. 

Coal  won  per  foot  acre,  exclusive  of  buckwheat,  800  tons, 
or  42.5  per  cent. 

Coal  won  per  foot  acre,  adding  10  per  cent,  for  buck- 
wheat, 880  tons,  or  46.8  per  cent. 

Estimate  of  coal  won,  including  buckwheat,  46.8  per  cent. 

N.  C.  F.  (5.) 

Lance  Collieryy 

Leliigh  and  Wilkes-Barre  Coal  Company,  Operators. 

Area  developed,  88  acres ; fault  area,  5 acres. 

Area  worked,  83  acres  ; estimate  based  on  area  worked. 
Bennett  bed,  9 feet  thick,  7 feet  of  coal. 

Surface  valuable.  Dip,  15  to  20  degrees.  AVorked  out 
and  pillars  robbed. 

Coal  won  per  foot  acre,  exclusive  of  buckwheat,  828.6 
tons,  or  44.1  per  cent. 


125 


Coal  won  per  foot  acre,  adding  10  per  cent,  for  buck- 
Avheat,  911  tons,  or  48.5  per  cent. 

Estimate  of  coal  won,  including  buckwheat,48.5  per  cent. 

N.  C.  F.  (6.) 

Sugar  Notch,  Breaker  No.  9. 

Lehigh  and  Wilkes-Barre  Coal  Company,  Operators. 

Area  worked,  74  acres. 

Kidney  bed,  7 to  8 feet  thick,  with  6 feet  of  coal. 

Dip,  30  to  40  degrees.  Worked  out  and  pillars  robbed. 
Coal  won  per  foot  acre,  exclusive  of  buckwheat,  762  tons, 
or  40.5  per  cent; 

Coal  won  per  foot  acre,  adding  10  per  cent,  for  buck- 
wheat, 838  tons,  or  44.6  per  cent. 

Estimate  of  coal  won,  including  buckwheat,  44.6  per  cent. 

N.  C.  F.  (7.) 

Hollekback  No.  2. 

Lehigh  and  Wilkes-Barre  Coal  Company,  Operators. 

Area  worked,  160  acres. 

Baltimore  bed,  16  feet  thick,  13  feet  coal. 

Workings  under  city  of  Wilkes-Barre ; necessary  to  keep 
surface  up. 

Dip,  10  to  15  degrees.  Worked  out  and  pillars  robbed. 
Coal  won  per  foot  acre,  exclusive  of  buckwheat,  525  tons, 
or  27.9  per  cent. 

Coal  won  per  foot  acre,  adding  10  per  cent,  for  buck- 
wheat, 577.5,  or  30.7  per  cent. 

Estimate  of  coal  won,  including  buckwheat,  30.7  per  cent. 

N.  C.  E.  (8.) 

Hollexback  No.  2. 

Lehigh  and.  Wilkes-Barre  Goal  Company,  Operators. 
Area  worked,  75  acres. 

Hillman  bed,  about  12  feet  thick,  with  9 to  10  feet  of  coal. 
Workings  under  city  of  Wilkes-Barre  ; necessary  to  keep 
surface  up. 
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Dip,  10  to  15  degrees.  Worked  out  and  pillars  robbed. 
Coal  won  per  foot  acre,  exclusive  of  buckwheat,  625  tons, 
or  33.2  per  cent.  , 

Coal  won,  adding  10  per  cent,  for  buckwheat,  687.5  tons, 
or  36.6  per  cent. 

Estimate  of  coal  won,  including  buckwheat,  36.6  per  cent. 

N.  C.  F.  (9.) 

Pennsylvania  Coal  Company. 

Mr.  John  R.  Law,  mining  engineer  for  the  Pennsylvania 
Coal  Company,  estimates  that  bis  company  is  winning  800 
tons  per  acre  above  pea  coal  and  1000  tons  per  acre,  all 
sizes,  including  pea  and  buckwheat,  or  about  53.2  per  cent. 

In  deep  workings  or  where  the  workings  are  under  towns 
or  the  river,  making  it  necessary  to  leave  a large  portion  or 
all  of  the  pillar  coal  in,  the  per  cent,  won  is  much  less. 

The  beds  worked  liy  this  company  are  in  a general  wa}" 
from  3 to  14  feet  thick. 

Their  breaker  loss  he  estimates  at  from  17  to  25  per  cent. 
Estimate  of  coal  won,  including  buckwheat,  53.2  percent, 
and  less. 

N.  C.  F.  (10.) 

Parrish  Colliery. 

Parrish  Coal  Company,  Operators. 

Mining  operations  1882  to  1892 : — 

Area  of  bed,  152  acres,  of  which  140  acres  have  been 
mined  out. 

Ross  or  Seven  Foot  bed,  average  thickness,  7 feet;  aver- 
age thickness  of  coal,  5 feet  7 inches. 

Top: — 6'' coal. 

(V  tV'  bone. 

0'  9"  coal. 

0'  3^'  sulpbnr. 

Typical  Section  of  Bed.  0^  8"  coal. 

0'  8'^  l.)one. 

2'  8''  coal. 

7'  0".  Total,  o'  7"  coal,  I'  o"  refuse. 
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Roof  fairly  good,  dips  gentle,  conditions  favorable  for 
thorough  working. 

Bed  thoroughly  mined  and  robbed  whenever  it  could  be 
done  with  safety  and  economy. 


Production  : — Tons. 

Prepared  coal 808,702.00 

Pea 103,787.08 

Buckwheat 34,787.10 

Total 947,277.00 


This  is  the  amount  of  coal  sold  and  does  not  include 
buckwheat  used  for  steam. 

Average  jdeld  coal  sold  per  foot  acre,  1213  tons,  or  64.5 
per  cent. 

The  report  of  the  mine  inspector  for  1890  shows  the 
production  for  that  year  at  this  colliery  to  exceed  the  ship- 
ment by  about  2 per  cent. ; adding  2 per  cent,  to  the  total 
coal  sold  gives  for  total  production  966,213  tons. 

Average  yield  per  foot  acre,  1237  tons,  or  65.8  per  cent. 


Breaker  Waste. 


On  September  6th,  7th,  and  8th,  1892,  the  colliery  pro- 
duced, in  mine  cars,  3539  tons  2 cwt.  and  53  lbs.  of  coal, 
prepared  as  follows: — 


Broken 

....  342.13 

Tcoa 



....  357.09 

stove . 

....  696.03 

Chestnut  

....  701.18 

Pea 

....  264.00 

Buck  (used  for  steam)  . . . 

. . . . 384.00 

Dirt  or  culm 

. 515.17.21 

Slate  and  rock 

. 277.  2.32 

2,746.03.00 


792.19.53 


3,539.  2.53 


Coal  prepared  (as  shown  above) 2,746.03.00 

Lost  in  fine  coal  and  coal-dirt 515.17.21 


Breaker  waste,  18.8  per  cent,  of  production. 


Recapitulation. 

Probable  original  contents  of  area  worked  out  (140  acres; 
average  thickness  of  coal,  5 feet  7 inches),  1,468,056  tons. 

Total  production . 966,213  tons,  or  65.8  per  cent. 

Total  coal  and  coal-dirt  sent  to  culm  bank,  181,648  tons,  or  12.4  per  cent. 
Total  coal  and  coal-dirt  in  pillars  and  gob,  320,795  tons,  or  21.8  per  cent. 

1,468,656  tons,  or  100  0 per  cent. 

Specific  gravity  taken  as  1.55,  or  1880  tons  per  foot  acre. 

N.  C.  F.  (11.) 

Colliery  No.  3. 

Susquehanna  Coal  Company. 

Mr.  J.  H.  Bowden,  chief  engineer,  has  recently  made  a 
thorough  examination  and  report  relative  to  the  coal  won 
at  this  colliery,  showing  the  following  general  results : — 
Mining  operations  from  January  1st,  1873,  to  January  1st, 
1892 : 

Area  worked  over,  233.8  acres ; above  water  level,  89.5 
acres  ; below  water,  144.3  acres. 

Red  Ash  bed:  Thickness,  15  to  19  feet;  thickness  worked, 
13  to  17  feet;  average  thickness  for  area,  16.10  feet ; average 
thickness)worked,  14.57  feet. 

The  bed  is  quite  free  from  faults,  the  mining  fairly 
regular,  and  the  pillars  have  been  robbed  as  per  statement 
below. 

Coal  produced  from  mining  over  : — 

Prepared 1,753,401 

Pea 142,267 

1,895,668  tons. 

The  pdlars  werej-obbed  excepting  in  137.2 
acres  (below  water  level),  where  the  bottom 
bench  was  but  partly  mined  out,  owing  to 
heavy  slate  pai  tings  and  faults  in  seam,  when 
workings  caved  and  balance  of  coal  was  lost. 

Coal  produced  from  robbing  : — 

Prepared 11 8,725 

Pea 11,217 

129,942  tons. 

Total  production  of  area  in  pea  and  prepared  sizes  . . 2,025,610  tons. 

Actual  coal  won  in  pea  and  prepared  sizes,  595  tons  per 
foot  acre,  or  31.6  per  cent. 


Estimating  Pea  Coal  for  Whole  Period  of  Mining. 
Pea  coal  was  not  made  during  the  earl}^  yeai's  of  this 
colliery.  Had  it  been  produced  at  the  average  yield  of  the 
past  10  years  (1881-91),  viz.,  11.7  per  cent,  of  the  total,  or 
13.2  per  cent,  of  coal  above  pea  size,  the  yield  of  pea  coal 
from  the  mining  over  of  these  properties  would  have  been 
232,448  tons,  or  the  total  production,  all  sizes  except  buck- 
wheat, 2,115,791  tons. 

Estimate  of  coal  won,  all  sizes  except  buckwheat,  if  pea 
■coal  had  been  made  for  whole  period,  621  per  foot  acre,  or 
■33  per  cent. 

Estimating  Buckwheat  Coal  for  Whole  Period 

OF  Mining. 

Buckwheat  coal  is  now  made  at  this  colliery.  Allowing 
10  per  cent,  for  this  size,  had  it  been  produced  for  whole 
period,  the  total  product  would  have  been  2,327,370  tons. 

Estimate  of  coal  won,  including  buckwheat,  683  tons  per 
foot  acre,  or  36.3  per  cent. 

N.  C.  E.  (12.) 

R.A.UB  Washery. 

Raub  Coal  Company. 

This  company  are  washing  and  preparing  the  coal  from 
the  old  dirt  bank  of  the  Waddel  Colliery,  Mill  Hollow,  Pa. 

They  find  that  about  50  per  cent,  of  the  bank  can  be  won 
in  marketable  coal,  with  the  sizes  in  about  the  following 
proportions ; — 

Chestnut 10  per  cent. 

Pea 20  per  cent. 

Buckwheat  No.  1 ;j.5  per  cent. 

Buckwheat  No.  2 .35  per  cent. 

100  per  cent. 

N.  C.  F.  (13.) 

Reynolds  Washery. 

Chauncy  Coal  Company. 

This  company  are  washing  and  preparing  the  coal  from 
the  old  dirt  bank  of  Reynolds  Colliery,  Plymouth,  Pa. 
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They  find  tliat  about  70  per  cent,  of  the  bank  can  be  won 
jn  marketable  coal.  An  average  taken  from  the  books  for 
five  months  show  sizes  in  the  following  proportions: — 

Chestnut 10^  per  cent.. 

Pea ..  22  per  cent. 

Buckwheat  No.  1 37i  per  cent.. 

Buckwheat  No.  2 30  per  cent. 

too  per  cent. 

This  is  one  of  the  oldest  banks  in  the  field,  and  the  pro- 
portion of  coal  very  large. 

W.  M.  C.  F.  (14.) 

Hammond  Collieky. 

Philadelphia  and  Reading  Coal  and,  Iron  Company,  Operators.. 

Estimate  of  the  per  cent,  of  coal  won  from  the  commence- 
ment of  mining,  1863,  to  December  1st,  1891,  made  from 
the  mine  maps  and  information  furnished  by  Heher  S. 
Thompson,  engineer  Girard  estate  : — 


Name  of  Bed. 

Average 

Average 
tliickness 
of  bed. 

Average 
tliickness 
of  coal. 

Area  Worked. 

Probable 
original  con- 

dip. 

Surface 

acres. 

Bed 

acres. 

tents  in 
tons. 

Holmes 

Degrees. 

42 

Feet. 

13.6 

Feet. 

10.0 

42.9 

57.7 

1,1.54,000 

Mammoth  Top  . . 

40 

13.0 

10.8 

41.-5 

.54.2 

1,156,628 

Mammoth  Bottom 

35 

2.1.0 

18.0 

107.4 

131.1 

4,719,600' 

Buck  Motmtain  . . 

15 

11.6 

8.4 

306.2 

317.0 

5,283.122 

Probable  total  original  contents  of  area  . . 

12,313,-350 

Shipments,  1863  to  December  1st,  1891,  4,288,157  tons. 

The  consumption  of  coal  at  this  colliery  to  produce  steam 
for  the  past  three  years  has  averaged  12.6  per  cent,  of  the 
shipments.  This  has,  no  doulk,  increased  somewhat  with 
the  increased  depth  of  the  workings.  Estimating  that  the 
average  consumption  at  the  colliery  since  the  commence- 
:nent  of  mining,  1863,  has  been  9 per  cent,  of  the  ship- 
ments, would  make  the  total  production  to  December  1st,. 
1891,4,674,091  tons,  or  38  per  cent,  of  the  original  contents. 
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Estimate  of  coal  actually  won,  shipments  and  colliery 
consumption,  4,674,091  tons,  or  38  per  cent. 

The  first  buckwheat  coal  was  shipped  about  1878.  The 
total  shipments  up  to  this  time  had  been  1,649,706  tons 
Were  we  to  allow  10  per  cent,  of  this,  or  164,971  tons,  for 
the  buckwheat,  had  it  been  made  during  the  whole  time, 
the  total  production  would  have  been  4,839,063  tons,  or 
39.3  per  cent,  of  the  original  contents. 

Estimate  of  coal  won,  if  buckwheat  had  been  made  from 
commencement  of  mining,  39.3  per  cent. 

Tlie  areas  as  given  here  have  been  mined  over  and  the 
pillars  robbed.  The  coal  remaining  in  the  pillars  yet  to 
be  robbed,  in  the  comparatively  small  portion  of  the  mine 
now  in  active  operation,  has  been  considered  in  the  above 
estimate. 

The  thickness  of  the  beds  and  coal  as  given  are  taken  as 
the  probable  average  thickness  for  the  whole  area  exploited, 
including  any  faulty  or  crushed  areas  encountered. 

Specific  gravity  has  been  taken  as  1.65,  or  2000  tons  per 
acre  per  foot  in  thickness. 

Ten  specific  gravity  determinations  by  McCreath  of  coal 
in  this  neighborhood  average  1.658. 

Erom  the  following  measurements  and  estimate  made  by 
Mr.  Thompson,  of  the  Hammond  Colliery  culm  bank,  his 
report  of  which  follows  in  detail,  I would  draw  the  follow- 
ing inferences  (see  pages  133-135) : — 

Mr.  Thompson  estimates  that  the  Hammond  Collieiy  has 
produced  since  the  commencement  of  mining  to  August  1st, 
1892,  2,057,833  tons  of  culm. 


The  .shipments  to  Auojust  1st,  1892,  have  been 4,403,707  tons. 

Shipments  to  December  1st,  1891,  were 4,288,1.57  tons. 


Shipments  between  Dec.  1st,  1891,  end  August  1st,  1892,  115,550  tons. 

Estimating  the  culm  produced  between  December  1st, 
1891,  and  August  1st,  1892,  as  30  per  cent,  of  the  shipments, 
the  production  of  culm  in  that  time  would  have  been  34,665 
tons. 
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Hence  the  culm  produced  up  to  time  of  our  estimate, 
December  1st,  1891,  was  2,023,168  tons. 

Mr.  Thompson  analyzes  the  culm  bank  as  follows: — 

Dirt 35  per  cent. 

Slate 23  per  cent. 

Marketable  coal 42  per  cent. 

100  per  cent. 

Were  we  to  subdivide  the  dirt,  calling  25  per  cent,  pow- 
dered coal  and  coal  too  small  to  market,  and  10  per  cent, 
refuse,  the  table  would  then  show  ; — 

Coal  and  coal-dirt 67  per  cent. 

Refu.se 33  per  cent. 

100  per  cent. 

Taking  67  per  cent,  of  the  culm  produced  as  coal  and 
coal-dirt  would  give  us  1,355,523  tons. 

The  following  general  distribution  of  the  coal  lost  and 
won  at  this  colliery  can  then  be  made  : — 

Estimated  original  coal  contents  of  area  exploited  . . . 12,313,350  tons. 


Total 

production  of  coal,  shipment 

and  col- 

Tons. 

lier 

y consumption 

. 38 

per 

cent. 

4,674,091 

Total 

coal  and  coal-dirt  sent  to  culm 

bank  . 

. 11 

per 

cent. 

1,;355,523 

Total 

coal  and  coal-dirt  left  in  mine 

. 51 

l^er 

cent. 

6,283,736 

100 

per 

cent. 

12,313,.350 

Mr.  Thompson  estimates  that  there  are  720,242  tons  of 
coal  now  (August  1st,  1892)  in  the  Hammond  culm  bank, 
which  can  be  won  by  rescreening  say  715,000  tons,  Decem- 
ber 1st,  1891.  If  this  were  added  to  tlie  production  up  to 
that,  time,  it  would  make  a total  of  5,389,091  tons,  or  43.8 
per  cent,  of  the  original  contents. 

Estimate  of  coal  won,  including  coal  to  l)e  won  by  re- 
screening culm  hanks,  43.8  per  cent.,  or  5,389,091  tons. 
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COPY  OF  MR.  IIEBEK  S.  THOMPSON’S  REPORT  ON 
THE  HAMMOND  COLLIERY  CULi\I  BANK. 

Measurement  of  banks  and  tests  of  weight  of  material  and 
proportions  of  coal,  slate,  and  refuse  made  in  August,  1892 : — 

Total  contents  of  Hammond  Colliery  culm  banks,  1,972,- 
€90  cubic  3'ards  (not  including  rock  banks,  550,922  cubic 
y^ards). 

Coal,  culm,  and  refuse  used  in  filling  excavated  spaces  in 
the  mines,  and  carried  away  by  the  action  of  the  elements, 
estimated  to  be  20  per  cent.,  394,418  cubic  yards. 

Total  coal,  culm,  and  refuse  of  dirt  banks,  2,366,508 
cubic  yards. 

Weight  of  culm  banks  per  cubic  yard,  1,941.75  lbs.  1.15 
cubic  yards  contain  one  ton. 

Weight  of  culm  banks,  2,057,833  tons. 

Coal  in  culm  banks,  42  per  cent,  of  contents  (864,290 
tons),  of  which  19.94  per  cent,  is  large  coal  (172,339  tons) 
and  80.06  per  cent,  is  small  coal,  or  such  as  will  pass  through 
a |-inch  and  over  a ^-inch  screen  mesh  (691,951  tons). 

The  total  shipment  of  coal  from  the  Hammond  Colliery 
lease  from  1863,  the  first  year  of  its  operation,  to  August  1st, 
1892,  is  4,403,707  tons.  The  coal  thrown  in  its  dirt  banks 
has  been  therefore  equivalent  to  19.62  per  cent,  of  its  ship- 
ment to  market  (3.91  per  cent,  large  and  15.71  per  cent, 
small). 

The  coal  in  the  Hairrmoird  dirt  banks,  on  the  ground 
now,  is  42  per  cent,  of  1,972,090  cubic  yards  (720,242  tons), 
of  which  the  large  coal,  which  will  irot  go  through  a f-incb 
screen  mesh,  is  143,616  tons,  and  the  small  coal,  which  will 
go  through  a f-inch  and  will  pass  over  a y®g-inch  screen 
mesh,  is  576,626  tons. 

The  total  shipment  of  coal  from  all  the  collieries  on  the 
Girard  estate  from  their  opening  to  January  1st,  1892,  has 
been  26,953,328  tons. 

Taking  the  proportion  of  coal  thrown  aside  as  refuse  by 
the  other  collieries  to  be  the  same  as  that  thrown  aside  by 
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Hammond  Colliery,  then  the  coal  in  the  dirt  banks  on  the 
Girard  estate,  or  washed  down  by  the  elements  and  carried 
away  by  the  streams,  is  5,288,243  tons.  It  is  probable  that 
the  proportion  of  the  refuse  banks  washed  away  is  greater 
at  all  the  other  collieries  on  the  Girard  estate  than  at 
Hammond  Colliery. 

Tests  of  Hammond  Colliery  Culm  Banks  by  Mr.  John  B. 
Granger,  Mine  Inspector  of  the  Girard  Estate,  August  loth, 
18,93. 

First  sample  of  bank,  dumped  in  1872: — 

Weight  of  a cubic  foot  71  lbs. 

Containing,  of  dirt 30.5  lbs. 

slate 7.0  lbs. 

large  coal 5.0  lbs. 

small  coal 28.5  lbs. 

33.5  lbs. 

71  lbs. 


Second  sample  of  bank,  dumped  in  1877 ; — 


Weight  of  a cubic  foot 
Containing,  of  dirt 
slate 


large  coal 
small  coal 


. . . 71.5  lbs. 

25.75  lbs. 

12.50  lbs. 

5.25  lbs. 

28.00  lbs. 

33.25  lbs. 

71.5  lbs. 


Third  sample  of  bank,  from  old  Connor  breaker,  which 
prepared  only  Buck  Mountain  bed  coal,  about  1885: — 

Weight  of  a cubic  foot 70  lbs. 

Containing,  of  dirt 19.75  lbs. 

slate . 15.75  lbs. 

large  coal 9.5  lbs. 

small  coal 25.0  lbs. 

34.50  lbs. 

70  lbs. 

Fourth  sample  of  bank,  deposited  in  1888: — 


Weight  of  a cubi(t  foot  . . . 
Containing,  of  dirt  . . . 

slate  . . . 
small  coal 
large  coal  . 


70.5  lbs, 

20.75  lbs. 

17.50  lbs. 

22.75  lbs. 

9.50  lbs. 

32.25  lbs. 


70.5  lbs. 


so  lbs. 


Fifth  sample  of  bank,  deposited  in  1891;  — 


Weight  of  a cubic  foot  . . . 
Containing,  of  dirt  . . . 

slate 

large  coal  . 
small  coal 


24.50  lbs. 
36.75  lbs. 


5.00  lbs. 

13.75  lbs. 

18.75  lbs. 


80  lbs. 


Sixth  sample  of  hank,  from  old 
posited  about  1800  : — 

Weight  of  a cubic  foot 

Containing,  of  dirt 

slate 

large  coal 

small  coal 


McMichael  breaker,  de- 

68.5  lbs. 

29.5  lbs. 

9.5  lbs. 

2.0  lbs. 

27.5  lbs. 

29.5  lbs. 

68.5  lbs. 


Average  weight  of  culm  bank  per  cubic  foot  . 
Average  weight  of  culm  bank  per  cubic  yard 

Containing,  of  dirt 

slate 

large  coal  . . 8.38  per  cent, 
small  coal  . . 33.62  per  cent. 


71.9166  lbs. 

1,941.75  lbs. 

35  per  cent. 

23  i)er  cent. 


42  per  cent. 

— ■ 100  per  cent. 


“ Quantity  and  percentage  of  large  and  small  sizes  of  coal 
shipped  from  the  Girard  Estate  at  different  periods  for 
20  years,  from  187i  to  1891  inclusive. 


If.  S.  Th.ompson,  Mining  Engineer. 


Larger  than 
Chestnut. 

Chestnut. 

Pea. 

Buckwheat. 

Tons.  Cwt. 

F‘er 

ceut. 

Tons.  Cwt. 

Per 

ceut. 

Tons.  Cwt. 

Per 

cent. 

Tons.  Cwt. 

1891 

899,604.15 

62.64 

227,717.08 

15.86 

170,992.02 

11.91 

137,622.14  9.59 

1886 

759,604.06 

h8.94 

131,408.10 

11.92 

149,381.10 

13.56 

61,501.08  5.58 

1881 

1,073,869.12 

75.62 

1.59,687.04 

11.25 

158,711.03 

11.18 

27,722.17  1.95 

1876 

614,404.12 

76.19 

117,063.05 

14.51 

74,992.03 

9.30 

1871 

519,284.05 

83.62 

76,229.08 

12.27 

25,503.05 

4.11 

Note.— Pea  co.al  first  appears  returned  separately  April,  18G7  (Girard  Colliery  of  J.  J. 


Conner). 

Buckwheat  coal  first  appears  returned  separately  August,  1878  (Hammond  Colliery  of 
Philadelphia  and  Reading  Coal  and  Iron  Company).” 
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W.  M.  C.  F.  (15.) 

Girard  Colliery. 

Philadelphia  and,  Reading  Coal  and  Iron  CompKvny^  Operators. 

Estimate  of  the  per  cent,  of  coal  won  from  the  commence- 
ment of  mining,  1864  to  March  1st,  1892,  made  from  the 
mine  maps  and  information  furnished  by  Heber  S.  Thomp- 
son, Engineer  Girard  Estate. 


Average 

Average 

Area  Worked. 

Probable 
original 
contents  in 
tons. 

Name  of  Bed. 

Average  dip. 

ihickn’s 
of  bed. 

thickness 
of  coal. 

Surface 

acres. 

Bed  acres. 

Mammoth  . . . 

Degrees. 

/ 68  N.  \ 
1 57  S.  / 

Feet. 

31 

Feet. 

22.6 

/ 40.8 
1 50.0 

1 08.9  \ 
91.8  J 

9,031,500 

Buck  Mountain  . 

57  S. 

14 

9.0 

6.7 

12.3 

221,400 

Probable  total  original  contents  of  area  . . . 

9,252,900 

Sliipments,  1864  to  March  1st,  1892,  1,627,491  tons. 

The  consumption  of  coal  to  produce  steam  at  this  colliery 
for  the  past  three  years  has  averaged  31  per  cent,  of  the 
shipments.  This,  of  course,  has  increased  with  the  in- 
creased depth  of  the  workings.  Estimating  that  20  per 
cent,  has  been  the  average  colliery  consumption  since  min- 
ing commenced  (1864)  would  make  the  total  production  to 
March  1st,  1892, 1,952,989  tons,  or  21.1  per  cent,  of  the  orig- 
inal contents. 

Estimate  of  coal  won,  shipments  and  colliery  consump- 
tion, 1,952,989  tons,  or  21.1  per  cent.  ■ 

The  first  buckwheat  coal  was  shipped  about  1878.  The 
total  shipments  up  to  this  time  had  been  732,797  tons. 
Were  we  to  allow  10  per  cent,  of  this,  or  73,280  tons,  for 
buckwheat,  liad  it  been  made  during  the  whole  time,  the 
total  production  would  be  2,026,269  tons,  or  21.9  per  cent, 
of  the  original  contents. 

Estimate  of  coal  won  if  buckwheat  had  been  made  from 
commencement  of  mining,  21  9 per  cent. 

The  areas  as  given  have  been  mined  over  and  the  pil- 
lars robbed.  The  coal  remaining  in  the  pillars  yet  to  be 
robbed  in  the  comparatively  small  portion  of  the  mine 


now  in  active  operation  has  been  considered  in  the  above 
estimate. 

The  thickness  of  the  beds  and  coal  as  given  are  taken 
as  the  probable  average  thickness  of  the  whole  area  ex- 
ploited, including  any  faulty  or  crushed  areas  that  may 
have  been  encountered. 

The  mining  operations  in  the  Mammoth  at  this  colliery 
are  now  in  the  bottom  of  the  narrow  and  deep  basin.  The 
gangways  are  in  the  underlying  Skidmore  bed,  tunnels  be- 
ing driven  at  short  intervals  to  the  basin  of  the  Mammoth. 

Tlie  estimate  of  the  total  coal  in  the  area  worked  by 
this  bed  includes  that  in  the  wedge  at  the  axis  of  the 
basin,  a large  per  cent,  of  which  cannot  be  mined. 

Specific  gravity  is  taken  as  1.65,  or  2000  tons  per  acre 
per  foot  in  thickness. 

Ten  specific  gravity  determinations  by  McCreath  of  coal 
in  this  neighborhood  average  1.658. 

W.  M.  C.  F.  (16.) 

Kehley’s  Run  Colliery. 

Thomas  Coal  Company,  Operators. 

Estimate  of  the  per  cent,  of  coal  won,  made  from  the 
mine  maps  and  information  furnished  by  Heber  S.  Thomp- 
son, Engineer  Girard  Estate.  This  estimate  embraces  the 
time  between  the  commencement  of  mining,  1865  to  Janu- 
ary 1st,  1892. 


Average 

Averai:e 

Area  Worked 

' Probable 
original 
contents  in 
tons. 

Namo  of  Bed. 

Average  dip 

thickn’s 
of  bed. 

thickness 
of  coal. 

Surface 

acres. 

Bed  acres 

Mammoth  . . 

Degrees. 

35 

Feet. 

45.0 

Feet. 

30.0 

6.5.3 

79.7 

4,782.000 

Skidmore  .... 

35 

7.0 

3.10 

21.0 

25.6 

196.275 

Seven  Foot  . . . 

3.1 

7.0 

5.8 

53.9 

65.S 

745,777 

Buck  Mountain  . 

3.) 

10.2 

7.0 

58.7 

71.7 

1,003,800 

Probable  total  ori 

,_dnal  contents  of  area  . . 

6,727,852 

Shipments,  1865  to  .January  lst,';1892,  2,266,339  tons. 

The  consumption  of  coal  at  this  colliery  to  produce  steam 
for  the  past  three  years  has  averaged  6.39  per  cent,  of  the 
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shipments.  This  has  no  doubt  increased  somewhat  with  the 
increased  depth  of  the  workings.  Estimating  that  the  av- 
erage consumption  at  the  colliery  since  the  commencement 
of  mining,  1865,  has  been  5 per  cent,  of  the  shipments 
would  make  the  total  production  to  January  1st,  1892, 
2,379,656  tons,  or  35.4  per  cent,  of  the  original  contents. 

Estimate  of  coal  actually  won,  shipments  and  colliery 
consumption,  2,379,656  tons,  or  35.4  per  cent. 

The  first  buckwheat  coal  was  shipped  about  1878.  The 
total  shipments  up  to  that  time  had  been  895,604  tons. 
Were  we  to  allow  10  per  cent,  of  this,  or  89,560  tons,  for 
buckwheat,  had  it  been  made  during  the  whole  time,  the 
total  production  to  January  1st,  1892,  would  be  2,469,216 
tons,  or  36.7  per  cent,  of  the  original  contents. 

Estimate  of  coal  won  if  buckwheat  had  been  made  from 
commencement  of  mining,  36.7  per  cent. 

The  areas  given  have  been  mined  over  and  the  pillars 
robbed.  The  coal  remaining  in  the  pillars  yet  to  be  robbed 
in  the  comparatively  small  portion  of  the  mine  now  in 
active  operation  has  been  considered  in  the  above  estimates. 

The  thickness  of  the  beds  and  coal  as  given  are  taken  as 
the  probable  avei'age  thickness  for  the  whole  area  exploited, 
including  any  faulty  or  crushed  areas  encountered. 

Specific  gravity  is  taken  as  1.65,  or  2000  tons  per  acre 
per  foot  in  thickness. 

Ten  specific  gravity  determinations  by  McCreath  of  coal 
in  this  neighborhood  average  1.658. 

W.  M.  C.  F.  (17.) 

Locust  Run  Colliery. 

Mr.  Franklin  Platt,  in  Report  A-2,  Coal  Waste  (1879), 
Pennsylvania  Geological  Survey  (page  38),  |»ublishes  an  es- 
timate b}^  Mr.  E.  M.  Riley,  of  Ashland,  of  the  coal  won  at 
the  Locust  Run  Colliery.  The  Mammoth  bed  was  worked 
with  a thickness  of  13  feet  6 inches  to  25  feet  6 inches,  the 
dip  ranging  from  15  to  60  degrees.  The  results  show  : — 


Percentage  of  waste 66.5  per  cent. 

Percentage  of  coal  won  33.5  per  cent. 
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W.  lU  C.  F.  (18.) 

Stanton  Colliery. 

Information  furnished  by  Mr.  A.  TI'.  Sheafer. 

Milling  operations  18G8  to  1880  : — 

Area  worked  (measured  on  dip),  87.07  acres. 

Mammoth  bed,  35  feet  thick,  25  feet  coal  used  in  estimate. 


Pillars  to  be  worked  over. 

Dip,  (30  to  70  degrees. 

Estimated  original  contents  of  area  3,796,693  tons. 

Production , . . 678,067  tons. 

Coal  actually  won 17  per  cent. 


\V.  M.  C.  F.  (19.) 

Gileerton  Colliery 
Information  furnished  by  Mr.  .1.  TF.  Sheafer. 

Mining  operations  1863  to  1880: — 

Area  worked  (measured  on  dip),  107  acres. 

Mammoth  bed,  35  feet  thick,  25  feet  coal  used  in  estimate. 


Dip,  45  to  60  degrees. 

Estimated  original  contents  of  area 4,664,264  tons. 

Production 1,1 17,525  tons. 

Coal  actually  won 24  per  cent. 


W.  1\I.  C.  F.  (20.) 

Cambridge  Colliery. 

Information  f urnished  by  Air.  A.  TF.  Sheafer. 

Mining  operations  to  1880  : — 

Holmes  bed,  6 feet  clean  coal. 


Pillars  well  robbed. 

Dip,  12  to  20  degrees. 

Estimated  original  contents  of  area 202,000  tons. 

Shipments 106,000  tons. 

Coal  actually  won 52  per  cent. 
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W.  M.  C.  F.  (21.) 

The  following  estimates,  prepared  under  the  direction  of 
Mr.  P.  W.  Sheafer,  have  been  kindly  furnished  by  the  ex- 
ecutors of  his  estate. 

“ Estimate  of  contents  of  culm  bank  at  Gilberton,  Schuyl- 
kill County,  Pa.,  prepared  under  the  direction  of  P.  W. 


Sheafer,  engineer  and  geologist: — 

Laiorence  Colliery. 

Total  shipment  to  January  1st,  1890  1,852,000  tons. 

Estimated  contents  of  culm  banks 978,000  tons. 

Estimated  amount  to  be  won  by  rescreening  banks  . . . 450,000  tons. 

Stanton  Colliery. 

Total  shipment  to  January  1st,  1890  1,163,000  tons. 

Estimated  contents  of  culm  banks 860,000  tons. 

Estimated  amount  to  be  won  by  rescreening  banks  . . . 500,000  tons. 

Draper  Colliery. 

Total  shipment  to  January  1st,  1890  2,194,000  tons. 

Estimated  contents  of  culm  banks 1,000,000  tons. 

Estimated  amount  to  be  won  by  re.screening  banks  . . . 500,000  tons. 

Gilberton  Colliery. 

Total  shipment  to  January  1st,  1890  1,750,000  tons. 

Estimated  contents  of  culm  bank, 1,000,000  tons. 

Estimated  amount  to  be  won  by  rescreening  banks  . . . 500,000  tons. 

cubic  feet  of  bank  equals  one  ton. 


35M.C.  F. 


Resereenmg  Stanton  Culm  Bank. 


1889.  Tons. 

Stove 5,202.15  20.59  per  cent. 

Nut  4,229.0.5  16.74  per  cent. 

Pea  3,.597.60  14.24  per  cent. 

Buckwheat 12,233.60  48.42  per  cent 


252162.40 

1890. 

Tons. 

Stove 8,929.06  14.21  per  cent. 

Nut  12,782.04  20.35  per  cent. 

Pea 9,763.06  15.55  per  cent. 

Buckwheat 31,333.04  49.89  per  cent. 


62,808.00 

Equals  60  per  cent,  of  bank.” 
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S.  C.  F.  (23.) 

Panther  Creek  Basin. 

Mr.  Charles  A.  Ashburner,  Report  AA,  i^age  176,  Penn- 
sylvania Geological  Snrvey,  estimates  that  from  the  com- 
mencement of  mining  to  January  1st,  1883,  the  average 
percentages  at  all  the  collieries  in  this  basin  as  follows ; — 

Coal  left  in  mines,,  unfinished  breasts  and  for  roof  supports,  41  per  cent. 
Waste  coal  sent  directly  from  mines  and  breakers  to  banks,  32  iier  cent. 
Fuel  coal  sent  to  market  and  consumed  locally 27  per  cent. 

100  per  cent. 

And  the  average  percentages  for  two  years  from  January 
1st,  1881,  to  .January  1st,  1883 ; — 

Coal  left  in  mines,  unfinished  breasts  and  for  roof  supports,  30  per  cent. 
Waste  coal  sent  directly  from  mines  and  breakers  to  banks,  24  per  cent. 
Fuel  coal  sent  to  market  and  consumed  locally 46  per  cent. 

100  per  cent. 

S.  C.  F.  (24.) 

Eagle  Hill  Colliery. 

Philadelphia  and  Reading  Coal  and  Iron  Company,  Operators. 

Special  survey  and  examination  to  determine  efficiency 
of  mining  method. 

Mining  operations  from  1881  to  1885 : — 

Selected  area  of  17.5  acres,  including  fault  area  of  1.14 
acres  which  produced  no  coal. 

Mammoth  bed,  thickness  about  20  feet,  and  Seven  Foot 
bed  (Top  split  of  Mammoth),  thickness  about!  feet  6 inches. 
Dip  about  35  degrees. 

Estimating  that  50  per  cent  of  coal  in  pillars  can  be  got, 
m ves  total  result  as  follows  : — 

o 

Prepared  coal 41 .1  per  cent. 

Sent  to  dirt  bank 26.6  per  cent. 

Lost  in  pillar 18.4  per  cent. 

Lost  in  gob 13.9  per  cent. 


100.0  per  cent. 
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Buckwheat  was  prepared  for  the  last  two  years.  Had  this 
coal  been  saved  for  the  whole  period,  estimating  it  at  10  per 
cent,  of  the  product,  the  statement  would  be  about  as  fol- 


lows ; — 

Prepared  coal 4.3.5  per  cent. 

Sent  to  dirt  bank 24.2  per  cent. 

Lost  in  pillar 18.4  per  cent. 

Lost  in  gob 13.9  per  cent. 

100.0  per  cent. 

Estimate  of  coal  won,  including  buckwheat 43.5  per  cent. 

S.  C.  F.  (25.) 


PoTTSviLLE  Shaft  Colliery. 

Philadelphia  aiul  Pleading  Coal  and  Iron  Company,  Operators. 

Special  survey  and  examination  to  determine  efficiency 
of  mining  method. 

Selected  area  of  about  4.5  acres. 

Seven  Foot  bed  (Top  split  of  Mammoth),  average  thick- 
ness about  7 feet,  with  5 feet  of  coal. 

Roof  strong,  coal  good. 

Dip,  35  to  40  degrees. 

Estimating  the  coal  yet  to  be  robbed  from  pillars  gives 
total  results  as  follows  ; — 


Prepared  coal 52  per  cent. 

Sent  to  dirt  bank 28  per  cent. 

Lost  in  mine 20  per  cent. 

100  per  cent. 

Estimate  of  coal  won 52  per  cent. 

S.  C.  F.  (26.) 


Mine  Hill  Gap  Colliery. 

Philadelphia  and  Reading  Coal  and  Iron  Compjany,  Operators. 

This  colliery,  from  1873  to  1884  inclusive,  yielded  to 
market  from  the  contents  of  coal  in  the  ground,  embraced 
within  the  area  exploited  during  the  years  named,  29.2  per 
cent.,  not  including  the  coal  consumed  under  the  boilers 
for  steam  generation,  which  was  mainly  slate  picker  and 
a little  pea. 
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The  beds  worked  were  : — 

Ciosby about  5.0  feet  thick  ; dij),  55  to  60  degrees, 

about  6.0  feet  thick  ; dip,  55  to  60  degrees. 

I^aniel about  12.5  feet  thick  ; dip,  55  to  60  degrees. 

If  we  roughly  estimate  the  coal  consumed  under  boilers 
as  9 per  cent,  of  the  shipments,  we  would  then  have  ; — 


Coal  sent  to  market 29.2  per  cent 

Coal  consumed  for  steam 2.5  per  cent. 

Lost  in  mine  and  sent  to  dirt  bank 68.3  per  cent. 

100.0  per  cent. 

Estimate  of  coal  won 31,7  pgj.  cent. 


S.  C.  F.  (27.) 

PriffiNix  Park  No.  3 Colliery. 

Philadelphia  and  Beading  Coal  and.  Iron  Company,  Operators. 

Special  survey  and  examination  to  determine  efficiency 
of  mining  method  made  in  1885. 

Mining  operations  .January  1st,  1881  to  1885;— 

Area  exploited,  63  acres. 

Fault  area,  from  which  no  coal  was  obtained,  22.68  acres. 
Area  of  good  coal,  on  which  estimate  is  based,  40.32  acres. 
Diamond  bed,  average  thickness  about  6 feet. 

Dip,  10  to  20  degrees. 

Estimating  that  65  per  cent,  of  the  pillars  left  can  be 
got,  gives  total  results  as  follows 


Pi epurcd  coal  (not  including  buckwheat) 56.0  per  cent. 

Sent  to  dirt  bank 26.5  per  cent. 

Lost  in  mine 17,5  pcj.  cent. 


100.0  per  cent. 

Estimating  buckwheat  coal  at  10  per  cent,  of  the  jiroduct, 
had  that  coal  been  saved,  the  statement  would  be  about  as 


follows : — 

Prepared  coal  (including  buckwheat) 61.0  per  cent. 

feciit  to  dll  t bRnk 5 pop  cent 

Lost  in  mine 17,5  ppj.  cent. 


100  0 per  cent. 


Estimate  of  coal  won,  including  buckwheat 


61.0  per  cent. 
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S.  C.  F.  (28.) 

West  Brookside  Colliery. 

Philadelphia  and  Pleading  Coal  and  Iron  Company,  Operators. 

A special  and  very  thorough  survey  and  examination 
was  made  at  this  colliery,  having  in  view  the  determination 
of  the  results  obtained  from  the  system  of  mining  employed. 
The  mining  operations  cover  a period  from  1809  to  1889, 
during  which  time  the  colliery  was  operated  by  individuals 
as  well  as  by  the  Philadelphia  and  Reading  Coal  and  Iron 
Company. 

Area  exploited,  005.5  acres;  of  this  30.0  acres  were  faulty 
and  are  not  included  in  the  estimate. 

Area  considered,  028.9  acres. 

The  bed  mined  is  Lykens  Valley  No.  5,  thickness  quite 
variable  but  with  a probable  average  of  10  feet,  70  per 
cent.,  or  7 feet  of  which  is  good  coal. 

Average  dip,  10  to  15  degrees. 

Estimating  the  quantit}^  of  _coal  which  could  still  be 


mined  and  robbed 

from  pillars  in  this  area  gives 

the  fol- 

lowing  results : — 

Tons. 

Per  cent. 

Shipments 

3,746,120 

54.1 

Local  sales 

9.051 

2 

Colliery  consumption  . 

90,124 

1.3 

Total  prepared  coal 

3,845,295 

55.5 

Sent  to  dirt  bank  . . 

1,873,060 

27.0 

Lost  in  pillars  and  gob 

17.5 

Total 

6,923,574 

100.0 

Previous  to  1883  all  buckwheat  coal  was  sent  to  the  dirt 
bank.  Buckwheat  coal  now  forms  about  10  per  cent,  of  the 
production.  Had  this  coal  been  saved  between  1869  and 
1883,  the  statement  would  be  about  as  follows: — 


Prepared  coal  (if  Imckwheat  included)  .59.5  i>er  cent. 

Sent  to  dirt  bank  23.0  per  cent. 

Loss  in  pillars  and  gob 17.5  per  cent. 

Total 100.0  irer  cent. 

Estimate  of  coal  won,  including  buckwheat 59.5  per  cent. 
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The  conditions  at  this  mine  are  very  favorable  ; the  roof 
is  excellent. 

Mr.  Franklin  Platt,  in  A-2,  page  120,  reports  the  breaker 
record  for  8 months  in  1879  (?),  as  follows : — 

“ The  total  product  was  322,173  tons,  of  which  08. 8 per 
cent,  went  into  the  cars  for  shipment  to  market,  and  31.2 
per  cent,  went  on  to  the  dirt  heap. 

“ The  percentages  of  waste  b}^  months  ran  thus : 32,  31, 
31,  32,  31,  32,  33,  30,  averaging  31.2  per  cent.,  as  above. 

“This  average  may  be  somewhat  too  low,  but  it  is  not 
much  away  from  the  actual  facts. 

“ For  the  bed  is  nearly  flat ; it  is  clean  coal ; there  is  but 
little  wasted  in  the  mines,  and  the  coal  is  not  brittle  and 
does  not  splinter  up  into  buckwheat  and  dust.  The  actual 
breaker  waste  at  the  Lykens  Valley  collieries  for  breaking 
and  screening  is  probably  not  over  21  per  cent.” 

S.  C.  F.  (29.) 

West  Brookside  Colliery. 

Philadelphia  and  Reading  Cool  and  Iron  Company,  Operators. 

Special  survey  and  examination  to  determine  efficiency 
of  mining  method  in  1885. 

Selected  area  of  acres. 

Fair  average  condition  of  bed,  roof  strong,  coal  good. 

Lykens  Valley  No.  5 bed,  general  thickness  10  feet,  with 
7 feet  coal. 

Dip,  10  to  15  degrees. 

Estimating  coal  yet  to  be  robbed  from  pillars  gives  total 
results  as  follows  : — 


Prei^ared  coal  (including  buckv.’heat) 62.5  per  cent. 

Sent  to  dirt  bank 32.7  per  cent. 

Lost  in  pillars 4.8  per  cent. 

Total 100.0  per  cent. 

Estimate  of  coal  woir  (including  buckwheat) 62.5  per  cent. 
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S.  C.  F.  (30.) 

West  Brookside  Colliery. 

Philadelphia  and  Reading  Coal  and  Iron  Company,  Operators. 

Special  survey  and  examination  to  determine  efficiency 
of  mining  method  made  in  1885. 

Selected  area  of  acres. 

Fair  average  condition  of  bed,  roof  strong,  coal  good. 
Lykens  Valley  No.  5 bed,  general  thickness  10  feet,  with 
7 feet  of  coal. 

Dip,  10  to  15  degrees. 

Estimating  the  coal  yet  to  be  robbed  from  pillars  gives 
total  results  as  follows  : — 


Prepared  coal  (including  buckwheat) 57.1  per  cent. 

Sent  to  dirt  bank 30.8  per  cent. 

Lost  in  pillars 12.1  per  cent. 

Total 100.0  per  cent. 

Estimate  of  coal  won  (Including  buckwheat) 57.1  per  cent 
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THE  PROBABLE  AA^ERAGE  PER  CENT.  OF  COAL 
AVON  FROM  THE  COAIMENCEMENT  OF  AHNING, 
ABOUT  1820  TO  JANUARY  1st,  1893. 

The  per  cent,  of  coal  won  has  been  influenced  by  the 
thickness  of  the  bed,  the  dip  or  pitch,  the  character  of  the 
roof,  the  depth  of  the  working,  tlie  character  of  the  coal,  the 
necessity  for  keeping  up  the  surface,  as  well  as  the  personal 
management  of  the  collieries. 

An  average  of  the  27  instances  collected  would  show  the 
coal  actually  won  in  those  cases  to  be  41.5  per  cent,  of  the 
original  contents  of  the  areas  worked  over. 

In  the  Southern  field  0 of  the  examples  given  are  of  se- 
lected areas  and  undoubtedly  show  too  high  an  average  for 
the  held,  though  the  estimate  at  the  Brookside  Colliery 
covering  628.9  acres,  showing  coal  won  as  51.5  per  cent., 
probably  represents  that  particular  colliery. 

If  we  omit  these  6 estimates  the  remaining  21  give  an 
average  of  38.5  per  cent. 

At  some  of  the  collieries  taken,  buckwheat  coal  has  been 
prepared  during  the  whole  time  covered  by  the  estimate,  at 
others  for  only  a portion  of  tlie  time,  and  at  some  it  is  not 
included.  An  average  on  the  basis  that  buckwheat  had 
been  prepared  for  the  whole  time  in  each  instance  would 
show  for  the  27  collieries  some  44  per  cent,  won,  and  for 
the  21,  41  per  cent. 

It  is  to  be  doubted  whether  we  can  rely  upon  the  aver- 
ages thus  obtained  as  representing  what  has  been  won  for 
the  whole  region  since  the  commencement  of  mining ; and 
again,  there  are  losses  whose  extents  is  not  wholly  covered 
by  these  estimates:  (1.)  The  damage  to  upper  coal-beds  by 

the  breaking  and  settling  of  the  strata  when  the  lower  beds 
are  worked  first,  especially  if  an  upper  bed  is  only  a few 
feet  above  the  one  worked.  (2.)  The  coal  that  it  is  necessary 
in  many  cases  to  leave  always  unmined  along  the  outcrop 
to  prevent  the  surface  wash  from  entering  the  mine,  par- 
ticularly under  the  old  river  bed  of  the  Susquehanna.  (3.)  A 
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small  amount  destro3m(l  by  mine  fires.  (4.)  The  coal  inten- 
tionally left  in  large  pillars  for  particular  purposes,  and  the 
mining  of  only  part  of  the  bed.  The  coal  thus  left  ma}'  or 
nniy  not  be  recovered. 

A careful  consideration  of  the  subject  and  a study  of  the 
data  obtained  and  its  })robable  value  as  relating  to  the  past 
output,  leads  to  the  conclusion  that  since  the  commence- 
ment of  mining  the  coal  won  does  not  exceed  35,  and  pos- 
sibly not  more  than  30  per  cent,  of  the  coal  originally  con- 
tained in  the  areas  mined  over,  tliat  tliis  w'ill  probably  be 
increased  to  40  per  cent,  b}^  the  utilization  of  the  coal  con- 
tained in  the  culm  banks,  and  l)y  a reworking  of  part  of  the 
territory  mined  over. 

It  is  estimated  that  the  production,  including  coal  sold 
and  consumed  at  the  collieries,  has  exceeded  the  shipments 
hy  about  10  per  cent. 

The  table  conipiled  by  Mr.  P.  W.  Sheafer  for  the  years 
1820  to  18G8,  and  since  1868  by  Mr.  John  H.  Jones,  show 
the  shipments  to  January  1st,  1893,  to  have  been  : — 


^Shipments. 

Tons. 

Production, 
adding  10  per 
cent.,  say. 
Tons. 

AVyoming  region 

382,990,423 

421,000,000 

Lehigii  region 

147,652,650 

162,500,000 

Schuylkill  region 

289,719,910 

318,500,000 

Total 

820,362,995 

902,000,000 

Basing  our  estimate  on  that  for  every  ton  produced  IJ 
additional  tons  are  lost,  the  following  table  would  show  the 
p>robable  amount  of  coal  still  contained  in  the  ground  : — 


Region. 

Estimated  original 
contents. 
Tons. 

Amount  used  up  2]/^ 
times  production. 
Tons. 

Estimated  contents 
remaining. 
Tons. 

Wyoming 

Lehigh 

Schuylkill 

5.700.000. 000 

1.600.000. 000 
12,200,000,000 

1,052,500,000 

406.250.000 

796.250.000 

4.647.500.000 

1.193.750.000 
11,403,750,000 

Total  

19,500,000,000 

2,255,000,000 

17,245,000,000 

THE  FUTURE  SUPPLY. 


The  estimate  just  made  shows  17,245,000,000  tons  of 
marketable  coal  still  in  the  ground ; what  per  cent,  of 
this  will  be  won  the  future  alone  can  determine. 

It  is  to  be  doubted  whether  the  total  coal  won  when  the 
field  shall  be  abandoned  will  exceed  40  per  cent,  of  the 
total  contents.  An  estimate  on  that  basis  would  show  the 
available  marketable  coal  still  in  the  ground  to  be  as 
follows : — 

Wyoming  I’egion 1,8.59,000,000  tons. 

Lehigh  region  477,500,000  tons. 

Schuylkill  region 4,561,500,000  tons. 

In  all 6,898,000,000  tons. 

The  amount  of  coal  won  at  the  modern  colliery  due  to 
improvements  in  mining  methods,  the  appliances  for  hand- 
ling the  coal,  and  in  the  utilization  of  the  small  sizes,  shows 
a decided  advance  over  the  earlier  years  of  mining;  a still 
further  advance  will  undoubtedly  be  made  in  these  direc- 
tions, and  the  mining  of  the  small  beds,  where  a larger  per 
cent,  can  be  won,  will  all  tend  to  increase  the  total.  Future 
estimates  for  a long  time  will  in  all  probability  show  an 
advance  in  the  total  per  cent.  won. 

But  it  should  not  be  forgotten  that  the  difficulties,  the 
dangers,  and  the  cost  of  mining  are  and  will  continue  to 
increase,  due  to  the  increasing  depth  at  which  the  coal 
must  be  mined  and  the  increased  amount  of  water  which 
must  be  pumped. 

The  coal  first  mined  was  by  drifts  or  tunnels  at  water 
level,  and  a natural  outlet  for  both  coal  and  water  was  se- 
cured; as  the  coal  above  water  level  became  exhausted, 
slopes  were  sunk  in  the  beds,  or  where  the  beds  were  nearly 
horizontal  shallow  shafts  Avere  sunk  to  them  ; these  slopes 
and  shafts  have  gradually  increased  in  depth,  until  now  at 
a number  of  the  collieries  mining  is  carried  on  at  a depth 
of  1000  or  1100  feet  below  the  outlet. 
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Depth  of  Mining. — That  this  deptli  must  greatly  increase 
before  the  exhaustion  of  the  fields  the  following  data,  based 
on  the  published  cross-sections,  show  : — 

In  the  Northern  field  the  deepest  part  of  the  basin  is 
between  Wilkes  Barre  and  Nanticoke,  and  it  is  to  this 
neighborhood  that  we  must  look  for  the  future  supply 
in  this  field;  here  the  Baltimore  bed  attains  a de{)th  in  the 
basin  of  1500  or  IGOO  feet  and  the  Red  Asli  of  1700  or  1800 
feet. 

In  the  Eastern  Middle  field  the  difficulty  is  not  so  great, 
as  but  little  of  the  coal  is  more  than  1000  feet  below  the 
surface. 

In  the  Western  Middle  field  the  Mammoth  attains  a 
maximum  depth  of  about  2000  feet,  with  the  underlying 
beds  still  deeper  ; over  considerable  areas  of  the  field  the 
Mammoth  is  below  1200  or  1500  feet. 

In  the  Southern  field,  which  is  estimated  to  now  contain 
about  one-half  of  all  the  anthracite  remaining-  in  the 
ground,  a careful  estimate,  based  on  the  cross-sections,  shows 
that  one-half  the  contents  of  the  field  is  to  be  found  at  a 
depth  of  more  than  1100  feet,  and  that  the  lowest  workable 
bed  (the  Lykens  Ahilley)  attains  a maximum  depth  of 
more  than  4000  feet. 

Pamping. — The  increased  pumping  due  to  letting  in  of 
the  surface  water  and  tapping  of  the  underground  water- 
courses, by  breaking  and  settling  of  the  strata  over  the 
areas  mined,  increases  with  the  extent  of  the  working,  and 
as  the  strata  becomes  honeycombed  with  workings  will  be 
a more  and  more  serious  obstacle,  especially  when  the 
pumping  will  not  only  include  the  area  under  operation, 
but  perhaps  miles  of  older  workings ; and  again,  the  diffi- 
culty in  holding  the  water  on  the  uj)per  lifts  will  make  it 
necessary  to  raise  the  bulk  of  it  from  the  lowest  point  in 
the  mine.  Some  of  the  collieries  are  already  \ising  from  15 
to  25  per  cent,  of  their  production  under  the  boilers.  In 
the  Schuylkill  and  Lehigh  regions,  where  the  beds  are 
steeply  inclined,  the  strata  is  easily  accessible  to  the  surface 
water. 


151 


In  the  deep  basins  where  the  coal-beds  are  numerous 
(some  20  in  parts  of  the  Southern  field),  if  the  principal 
beds  are  mined  first  and  pillars  robbed  out,  the  breaking 
and  settling  of  the  strata  will  undoubtedly  seriously  damage 
the  beds  above  and  interfere  with  the  economical  working 
of  them. 


THE  QUANTITY  OF  COAL  AND  COAL-DIRT 
IN  CULM  BANKS. 

/ 

Just  what  proportion  of  coal  taken  from  the  mines  is 
now  contained  in  the  culm  banks  it  is  impossible,  without  a 
survey  of  all  the  banks  in  the  region,  to  determine. 

At  the  Parrish  Colliery,  Northern  coal-field,  which  may 
be  taken  as  a good  example  of  a modern  colliery,  and 
where  all  the  small  sizes  are  saved,  the  estimate  would 
show  that  a quantity  of  coal  equal  to  19  per  cent,  of  the 
total  production  goes  to  the  dirt  bank. 

“ In  1890  and  1891  the  Clear  Spring  Coal  Company  pro- 
duced 342,523  tons  of  coal ; and  60,532  tons  of  culm  (in- 
cluding all  the  buckwheat  coal)  went  to  the  culm  pile,  i.  e., 
the  culm  was  about  19.7  per  cent,  of  the  total  [»rod no- 
tion.” 

At  the  Hammond,  Western  Middle  field,  the  estimate, 
covering  a period  of  29  years,  shows  that  a quantity  of  coal 
equal  to  29  per  cent,  of  the  })roduction  has  gone  to  the  dirt 
banks. 

The  estimate  of  the  dirt  banks  on  the  Gilbert  estate 
would  show  the  contents  of  the  bank  at  the  Lawrence 
Colliery  to  equal  53  per  cent,  of  the  shipments,  the  Stanton 
Colliery  74  per  cent.,  the  Draper  Colliery  46  per  cent.,  and 
the  Gilberton  Colliery  57  per  cent.  These  collieries  are 
some  of  the  oldest  in  the  anthracite  region. 

Mr.  Ashburner’s  estimates  of  the  Panther  Creek  basin 
show  that  from  the  commencement  of  mining,  1820  to  1883, 
20  per  cent,  more  coal  had  gone  to  the  dirt  banks  tluin 
had  been  marketed,  but  for  two  years,  1881  to  1883,  the 
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amount  of  coal  sent  to  dirt  bank  equaled  52  per  cent,  of 
the  production. 

The  Estimates. — At  Eagle  Hill  Colliery  (Southern  coal- 
field), 1881  to  1883,  shows  the  coal  sent  to  dirt  hank  to  equal 
about  60  per  cent,  of  the  production. 

At  Phoenix  Park  No.  3 Colliery  (Southern  coal-field), 
1881  to  1885,  47  per  cent,  went  to  dirt  bank. 

At  Prookside  Colliery,  1869  to  1889,  the  coal  sent  to  tlie 
dirt  bank  equaled  about  49  per  cent,  of  the  total  product. 

Taking  into  consideration  that  the  per  cent,  of  coal  now 
sent  to  the  dirt  bank  is  much  less  than  formerly,  and  the 
annual  production  greatly  increased,  it  perhaps  would  not 
be  unfair  to  estimate  that  since  the  commencement  of 
mining  the  coal  and  coal-dirt  sent  to  the  culm  banks  has 
been  35  per  cent,  of  the  total  production,  say  315,700,000 
tons. 
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Annual  Shipments  from  the  Schuylkill,  Lehigh,  and  Wyoming 
Legions  from  1830  to  1893. 


Schuylkill  Region.  j 

Lehigh  Region. 

Wyoming  Region,  j 

Total. 

Years. 

Tonnage. 

Per 

Cent. 

Tonnage. 

Per 

Cent. 

Tonnage.  ! 

Per 

Cent.  1 

Tons. 

1820  . . 

365 

1 

365 

1821  . . 

1,073 

1 ,073 

1822  . . 

1,480 

39.79 

2,240 

60.21 

• • • i 

3,720 

1823  . . 

1,128 

16.23 

5,823 

83.77 

6,951 

1821  . . 

1,567 

14.10 

9,641  ; 

85.90 

11,108 

1825  . . 

6,500  1 

18.60 

28,393 

81.40 

34,893 

1826  . . 

16,767  1 

34.90 

31,280  i 

65.10 

48,047 

1827  . . 

31,360  1 

49.44 

32,074  1 

50.56 

63,434 

1828  . . 

47,284  ! 

61.00 

30,232  1 

39.00 

77,516 

1829  . . 

79,973  1 

71.35 

25,110  1 

22.40 

7,000 

6.25 

112,083 

1830  . . 

89,984  1 

51.50 

41,750 

23.90 

43,000 

24.60 

174,734 

1831  . . 

81,854 

46.29  i 

40,966  ! 

23.17 

64,000  1 

30.54 

176,820 

1832  . . 

209,271  ' 

57.61 

70,000 

19.27 

84,000 

23.12 

363,271 

1833  . . 

252,971  1 

51.87  1 

123,001 

2.5.22 

111,777 

22.91 

487,749 

1834  . . 

226,092 

00.19 

106,244 

28.21  1 

43,700  i 

11.60 

376,636 

1835  . . 

339,508 

6CT54 

131,250  1 

23.41 

90,000  1 

16.05 

560,758 

1836  . 

432,045 

63.16 

148,211  1 

21.66 

103,861 

15.18 

684,117 

1837  . . 

530,152 

60.98 

223,902 

25.75  1 

115,387 

13.27 

869,441 

1838  . . 

446,875 

60.49 

213,615 

28.92  1 

78,207 

10.59 

738,697 

1839  . . 

475,077 

58.05 

221,025 

27.01 

122,300 

14.94 

818,402 

1840  . . 

490,596 

56.75 

225,313 

26.07 

148,470 

17.18 

864,379 

1841  . . 

624,466 

65.07 

143,037  1 

14.90  ' 

192,270 

20.03 

959,773 

1842  . 

583,273 

52.62 

272,540 

24.59 

2.52,.599 

22.79 

1,108,412 

1843  . . 

710,200 

56.21 

207,793  1 

21,19  i 

285,605 

22.60 

1 ,263,598 

1844  . . 

887,937 

54.45 

377,002  ! 

23.12  ! 

365,911 

22.43 

1,630,850 

1845 

1,131,724 

56.22 

429,453 

21.33 

451,836 

22.45 

2,013,013 

1846  . . 

1,308,500 

55.82 

517,116 

22.07  ' 

518,389 

22.11 

2,344,005 

1847  . . 

1,1)65,735 

57.79 

633,507 

21.98 

583,067 

20.23 

2,882,309 

1848  . . 

1,733,721 

56.12 

670,321 

21.70 

685,196 

22.18 

3,089,238 

1849  . . 

1,728,500 

53.30 

781,556 

24.10 

732,910 

22.60 

3,242,966 

1850  . . 

1,840,620 

54.80 

690,466 

20.56 

827,823 

24.64 

3,358,899 

1851  . . 

2,328,525 

52.34 

964,224 

21.68 

1,156,167 

25.98 

4,448,916 

1852  . . 

2,636,835 

52.81 

1,072,136 

21.47 

1,284,500 

25.72 

4,993,471 

1853  . . 

2,665,110 

51.30 

1,054,.309 

20.29 

1,475,732 

28.41 

5,195,151 

1854  . . 

3,191,670 

53.14 

1,207,186 

20.13 

1,603,478 

26.73 

6,002,334 

3,552,943 

53.77 

1,284,113 

19.43 

1,771,611 

26.80 

6,608,567 

1856  . . 

3,603,029 

52.91 

1,351,970 

19.52 

1,972,581 

28.47 

6,927,580 

1857  . . 

50.77 

1,318,541 

19.84 

1,952,603 

29.39 

6,644,941 

1858  . . 

3,273,245 

47.86 

1,380,030 

20.18 

2,186,094 

31.96 

1859  . . 

3,448,708 

44.16 

1,628,311 

20.86 

2,731,236 

34.98 

7,808,255 

1860  . . 

3,749,032 

44.04 

1,821,674 

21.40 

2,941,817 

34.56 

8,513,123 

1861  . . 

3,160,747 

39.74 

1,738,377 

21.85 

3,055,140 

38.41 

7,954,264 

1862  . . 

3,372,583 

42.86 

1,351,054 

17.17 

3,145,770 

39.97 

7,869,407 

1863  . . 

3,911,683 

40.90 

1,894,713 

19.80 

3,759,610 

39.30 

9,566,006 

1-64  . . 

4,161,970 

40.89 

2,054,669 

20.19 

3,960,836 

38.92 

10,177,475 

1865  . . 

4,356,959 

45.14 

2,040,913 

21.14 

3,254,519 

33.72 

9,652,391 

1866  . . 

5,787,902 

45.60 

' 2,179,364 

1/  ,15 

4,736,616 

37.29 

12,703,882 

1867 

5,16 1 ,671 

) 39.74 

2,50-',054 

19.27 

5,325,000 

40.99 

12,988,725 

1868  . . 

5,330,737 

' 38.02 

' 2,502,582 

18.13 

1 5,968,146 

i 43.25 

13,801,465 

1869  . . 

6,775,138 

j 41.66 

1,949,673 

14.06 

6,141,369 

1 44.28 

1 13,866,180 

1870  . . 

4;968',157 

1 30.70 

3,239,374 

20.02 

7,974,660 

[ 49.28 

1 16,182,191 

1871  . . 

6, .552,772 

1 41.74 

2,235,707 

14.24 

6,911,242 

* 44.02 

j 15,669,721 

1872  . . 

6,694,890 

1 34.03 

3,873,339 

' 19.70 

9,101,549 

j 46.27 

1873  . . 

7,212.601 

' 33.97 

3,705,596 

17.46 

10,309,756 

48.57 

' 21,227,952 

1874  . . 

6,866,877 

' 34.09 

3,773,836 

18.73 

9,504,408 

1 47.18 

20,145,121 

6,281,712 

31.87 

2,834,605 

14.38 

; 10,596,155 

53.75 

19,712,472 

1876  . . 

6,221,934 

33.63 

3,854,919 

i 20.84 

8,424,158 

i 45.53 

18,501,011 

1877  . . 

8,195,042 

1 39.35 

4,332,760 

20.80 

8,300,377 

39.85 

20,828,179 

1878  . . 

6,282,226 

3.^68 

3,237,449 

18.40 

8,085,587 

45.92 

17,605,262 

1879  . . 

8,960,829 

34.28 

4,595,567 

17.58 

12,586,293 

48.14 

26,142,689 

1880  . . 

7,554,742 

32.23 

4,463,221 

19.05 

11,419,271 

48.72 

23,437,242 

1881  . 

9,2.53,958 

32.46 

5,294,676 

18.58 

13,951,383 

48.96 

,28,500,017 

1882  . 

9,4.59,288 

32.48 

5,689,437 

19.54 

13,971,371 

) 47.98 

29,120,096 

1883  . 

10,074,726 

31.69 

^ 6,113,809 

19.23 

; 1.5,604,492 

49.08 

31,793,027 

1884  . 

9,478,314 

! 30.85 

5,562,226 

18.11 

*15, 6(  7,753 

51.04 

30,718,293 

1885  . 

9,488,426 

30.00 

5,898,634 

18.65 

*16,236,470 

51.35 

31,623,530 

1886  . 

9,381,407 

29.19 

5,723,129 

17.81 

*17,031,826 

53.00 

32,136,362 

1887  . 

10,609,028 

30.63 

4,347,061 

12.55 

*19,684.929 

.34,641,018 

1888  . 

10,654,116 

27.93 

6,639,236 

14.78 

*21,852,365 

57.29 

38,145,717 

1889  . 

10,474,364 

29.58 

6,285,421 

17.75 

*18,647,925 

52  67 

35,407,710 

1890  . 

10,867,821 

1 30.31 

6,329,658 

17.65 

*18,657,694 

52.04 

35,855,173 

1891  . 

12,741,2.58 

31.5C 

6,381,838 

15.78 

*21,325,231 

52.72 

40,448.335 

1892  . 

12,626,784 

30.14 

1 6,451,076 

i 15.40 

»22,815,4.H 

54.46 

1 41,893,340 

* Includes  Loyalsoek  field. 
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APPENDIX  A-2. 

Tabular  Estimate,  Showing  the  Approximate  Quantity,  Past  and  EtUure,  Production  of  Coal  in  the  Several  Districts  of  Ika 

^Vm.  Giukkitii,  I'^nginen  (tnd  Qwlogist,  firranton,  Pu. 

[Hepubllshwi  from  T/ie  CbW/try  Jiuffhuer.] 
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Nortlarn  Anthracite  Coal  Basin  of  Pennsylvania. 


At  24,000,000  loDS 
por  year  the 
whole  hnsia  tvlll 
he  exhauHted  in 
about  09  years. 


EXPLANATION'  OF  TABLXAR  ESTL1LVTE. 


Showing  the  Approximate  Ouantlts*.  Past  and  Future, 
Production  of  Coal  in  the  Several  Dfstrlcta  of  the 
Northern  .Anthracite  Coal  Basin  of  Pennsylvania. 


EdUnrt  "Tht  OMiery  Enejin^rr" 


oiBs:— 1 uerewuo  oner  lor  imuiication  no  estimate  of  the  xp 
mate  <iuantitT  and  past  and  future  production  of  coal  in  thes 
districts  of  the  Northern  Anthracite  Coal  Baain,  more  eec 
known  as  the  Wyoming  and  Lackawanna  Coal-Fields 
In  making  this  estimate  it  w:w  found  moat  convenient  to 
the  rrelon  Into  districts  as  sliown  iu  Column  No.  1 of  the 
This  will  serve  to  show  the  distribution  of  the  coal  Colum 
2 give*  the  local  names  applied  to  the  various  beds  in  each  dl 
and  are  arranged  with  reference  to  their  relative  positions 
mea.*urce. 

Column  No.  3 contains  short  descriptive  remarks  as  to  i 
peculiarities  of  the  individual  Ixyis,  Column  No.  4 «onlaii 
average  thickness  of  the  individual  coal-beds  in  each  dlstri< 
includes  all  beds  iliai  average  over  two  feet  thick.  While  the 
beds  are  not  worked  at  the  present  time,  they  cannot  be  disrei 
in  an  esiliuato  of  this  sort,  os  the  time  will  doubtless  come 
mined,  Tlie  itcrmi  in  ihu  eolumi 
Ob  aln^  by  luting  ihe  arcnige  Ibioknem  of  ench  bod  n.  foi 
nslDgal  tliclwre-hole,  abaft,  and  other  acetiona  in  thediiToreii 
lu,!rey  oTt'b'o“^™  ‘t"  Stale  Goo 

aaJ'' a”".”'’'' columnar  aecllona  of  the  mcaaurea  thiia  u» 
W.,  about  ercni.r  diatribuled  llirouglioiit  the  baain.  The  to' 
li  ’ ? a?  itiekiicaa  of  eoal-beda  at  iho  d 

point  of  the  racaaurca  lor  each  dlalrlct.  The  Itema  giien 
S lnTliM”  slate,  bono,  and  other  refoK  iher 

OjlumnNo..5  conUins  the  approximate  superficial  area  of 
^"‘1  rt"  from  the  published  n 

correctly  shoV  the  out? 
e*ch  l.!Sltr?  oiherlwd  that  Is  the  most  wor 

The  outcrops  of  all  the  other  hcls  were  sketched  annroili 

STneli'dlSTn  Sle"' 

account  baa  been^It'c'o^of  thc°m  In  thia  reg 

dips  at  the  margin  of  caused  bya 

Tne  actual  areaofthe  coaM>eds  the  antic 

of  the  Items  given  in  the  table  Imt  somewhat  in 

l«tem„re  than  cann.'effla  V^^^“K'^.UTbrl!L 


tinmlnable  coal  on  the  outcrops,  anticllnals,  faults,  troubles  of 
'’^rious  kinds,  Ac.  The  totals  In  this  cohinm  show  the  area  that 
would  he  covered  If  the  beds  wore  spread  out  side  by  sUlc  upou  a 
level  surface. 

Column  No.  fi  contains  the  approximate  quantity  of  solid  coal  In 
the  ground  before  any  was  mine«-i.  The  items  aro  ol)lalned  by  raul- 
tiplylng  the  tbickoess  of  each  bed  os  Is  given  iu  Column  4 by 
Inc  items  In  Column  5,  aud  this  product  by  the  factor  MOO,  ns  being 
the  numlKT  of  tons  of  pure  coal  per  foot  per  acre  in  the  avernge 
coal-bed  after  deducting  23.4  per  cent,  tor  the  slate,  bone,  and  other 
refuse,  including  an  allowance  for  rock  and  dirt  faults,  Ac.,  which 
always  occur  in  greater  or  less  degree  in  all  Inive  areas. 

In  onler  to  arrive  at  an  avcrigo  percentage  tor  the  refuse,  the 
author  obtaine*)  l>ed  sections  In  various  parts  of  the  region  from  as 
many  coal-beds  as  possible,  and  from  them  ascertained  tiic  totlowing 
facta 


Column  No.  8 Is  found  by  multiplying  items  of  Column  7 by  those 
of  Column  4. 

Column  9.  The  total  approximate  production  of  this  coal  basin 
to  January  IsL  18D2,  as  found  from  Mine  Inspectors'  Reports  and 
other  publislioQ  statlBlics.  is  about  383,244,421  Ions  and  this  amount 
divided  by  the  grand  total  footings  of  Column  8 would  give  82G 
U)ii8  as  llie  averaso  qiinnlitv  of  coal  produroJ  per  foot  thickness 
of  bed  per  acre  to  January  1st,  1892.  The  ilcuis  of  Column  8 niul- 
tlpt  ed  by  the  factor  82G  will  give  the  items  of  Column  9. 

While  the  factor  82G  tons  may  falrlv  rcpre.senl  the  average  yield 
for  the  whole  basin  in  tho  pa.si,  it  will  not  necessarily  be  correct 
for  the  special  areas,  parllcularlT  in  tho  future  when  more  mining 
1»  done  in  deeper  parts  of  tho  basin. 

The  conditions  uiidor  which  coal  Is  mined  have  a direct  eifect 
upon  the  yield  nor  acre;  where  the  conditions  arc  favorable  (North 
01  ..cmnlon,  for  instauco),  light  covering  over  tho  coal,  tow  surface 


No.  of  bed 
sections. 

Total  thickness  of  lieds. 

Total  tiiickness  of 
refuse. 

Per  cent,  of  retosc. 

?iKmn”l",;.7riS'*  

Scranton  District  . . 

G1 

28 

33 

593.01  feet. 
2;t6.9l  " 

322.72  “ 

n.5.1  feet. 
43.3  " 

67.5  " 

19.4  per  cent. 

18.4  " 

17.8  *' 

Total  .... 

.22 

18.7  per  cent. 

me  at)ovo  would  seem  to  show  that  the  refuse  material  in  the 
averagp  coal-bed  will  amount  to  18.7  per  cent,  of  the  contents  of 
tne  bod. 

occurrenoo  of  tronbics,  such  as  thin  and  poor  coal, 
varioDB  kinds  of  faults,  slips,  squeexo*.  ac.,  would  seem  to  call  tor  an 
^^.“'Idltloo  to  tnose  referred  to  under  Column  6.  An  arhl- 
trary  deduction  of  4.7  per  cent.  U therefore  made  on  this  account. 

specific  gravity  of  anthracite  coal  at  1.5,  the 
Would  ground  per  toot  thickness  of  bed  per  acre 

iSiSt  IS  "•'“k  per  ntro 1,828  tona. 

tMn.i  .fwK".',""'-  ' 312  Iona. 

DciiucUbonu.7petcont.forfuulu,troublca,4c.  80  “ 

428  tons.  428  " 
foot  thickness  of  bed  per 

. 1,400  tons. 

The  long  ton  of  2240  pounds  is  used  throughout  this  estimate. 

vr®‘ J*.  The  Items  In  this  column  were  found  in  manner 
Tirvasn  n ^ *'0-  5,  by  measuring  the  area  worked  In  each  bed  as  shown 
published  mine  sheets  of  tho  State  Survey.  In  doing  this 
measured  full  to  make  approximate  allowance  tor  the 
mined  over  since  the  date  of  publWtion  of  the  maps. 


improvomenls,  lltUc  trouble  toom  gas.  Ac.,  more  tons  per  acre  can 
M won  than  in  the  Wilkes-Barre  region,  whore  tho  l»eds  are  deep 
much  improvou  or  covert  by  deep  gravoi 
f that  will  flood  tho  mine  if  the  roof  fa 

^cked,  thus  remilring  stronger  pillars,  bettor  ventilation,  and 
more  careful  mining  in  every  way. 

aa/v-^  **  Intended  to  s1iow  iheapproxlmalo  quantity  of  clean 

***,"^*nlng  and  preparing  the  coal  for  market.  Oho 
slate,  lione,  and  other  refuse  Vlng  fully  accounted  tor  alwvo  under 
head  of  CohimiiG.)  ' 

Spring  Coal  Company  produced  312,523 
tons  of  coal,  and  63,532  tons  of  culm  (InchidUg  all  the  buckwheat 
coa  l went  to  the  culm  pile,  i.  c..  tho  culm  was  alwul  19.7  I'cr  cent, 
or  the  total  production.  Tills  seems  to  agree  falrlv  well  with  the 
«»l!n  K the  Lehigh  and  Wilkes-Barre  Coal  Company  ns 

published  In  Report  A of  the  Geological  Survey  of  Ponnsylvonla, 
page  5C  where  the  average  percentage  of  waste  tor  old  stylo  rolls  fa 
sbown  to  be  15./  per  cent,  of  quantity  charged  into  the  breaker,  or 
19.8  per  cent,  of  the  coal  shipped.  And  on  page  123  another  experi- 
ment shows  the  culm  to  bo  21.4  per  cent,  of  shipments.  The  average 
duclioif  shows  the  culm  to  bo  20.3  per  cenL  of  the  pro- 

Of  course  In  cases  whore  the  buckwheat  and  bird’s-eye  are  taken  out 
the  percentage  1s  much  reduced ; this  is  now  being  done  to  a large 
oxlcnt-  Quite  a saving  1s  also  made  by  using  the  more  impro^^ 
machinery.  On  Iho  other  hand,  all  of  tne  pea  coal  and  much  of  the 


— , .a..,,.  |„;i  i\juv  per  acre,  O.S  us 

pits*  ®*unoi  bo  considered  ns  excessive  for  the  waste  i 

/...Sf’ln’?"  “'.1  deducting  tlio  sum  of  factors  used  In  Cohn 
and  10  from  the  lactor  1400,  we  have  408.8  as  tho  percentuge  o 
romnining  in  the  ground  in  the  arciu 
ha\obcon  imn^  over.  It  exists  in  the  form  of  solid  pillars 
bn«  with  the  gob"  or  mine  refuse.  While  part  of  thl; 

out  there  are  still  considerable  areas  where 
^0°  •’>’  robbing  these  plllare,  but  no  aceoun 

fthiii.rfi  2*1.**"®  ^H.®  of  <tolumn  7 from  those  of  Column 
Column  12,  and  using  these  as  a bAsis  we  o 
..n/i  0 of  Columns  13  and  11  from  it  in  tamo  way  as  Colui 
and  9 were  obuinod  by  using  Column  5.  ^ 

i4i  tho  omln."  referred  to  under  Colmmi 

f of  ihecondihons  under  which  tho  coal  ismimxl 
000  Un?  ibouglu  best  to  use  a larger  fnctoi 

Pnn?i  i q”®  "r®  ““’■o  f“'orable  for  raining  iu  the  future, 
and  fo?  Pifston  dfatrlcls  80ii  tons  per  acre  is 

Sat  5»o  *1‘®  '00  tons,  ns  this  is  abo 

iiig  obtained  under  the  present  conditions,  methods  of 

the  Columns  13  and  14  we  see  that  the  res 

tbo  ®o‘^> 

yew  ror"thA“l!o«TV**®  I'roductlon  of  tho  several  di.siricUi  foi 

Tout  ” 

“t  pr  “,c"n'lJa,f^r™  ^ f’"  Prokoblo  lift!  of  oaoti  d 

liolulS  ™'"ine  in  tlio  poat  Ima  been  nt 

the  miniiiB  el^bl  Ihieltoat,  best,  and  moat  acceaalljlc, 

thoac  parti  oFtnlo 

futiiw»  *^®  a*"®  '•'^ds  were  thinner  have  been  left  to 

thickno^B^^f  1*  *f  ^^"is  In  Column  1,  ivliich  ropresont  the 
avorapp  f'*''  ^*‘®  ''‘^ole  district,  may  bo  less  tha 

trice  whUe  at  rifo°I *®®*® ,''<^8  “rea  worked  in  any  particuli 

unwortftl  same  lime,  (hey  may  be  more  than  average 

lo  the  uSwoS  ®."f  ® of  coal  wo  hove  cn 

as  thick  M I..?*  wo'dd  overrun,  beenuso  the  beds  would  i 

be  ®'l‘  f V‘®'^  “f  therefore,  the  osllmat 

than  baa  been  amlclpated  It 

hnv°  ‘ho  expevienco  and  method,  of  mintni 

^hlchhave  wi  upon  which  our  estimate  is  b 

Jniproved  In  ®®y  f*‘o 'oast,  very  wasteful,  may  be  very 

obtidned  fioni  ih^’n®  * i®*'®®''  ^*®*‘*“  *’®*'  "®*'®  ®'’®o 


doned  n»r*«  ‘xvV.'l  vuminc<i  ureas,  ami  t..,  

l?m  nnmftkv  of”?  ?i  V,"’’  mnlno.1  and 

qunntitj  of  available  coal  above  our  Mtluintc. 


Scranton,  P.\.,  April  20th,  1 


WM.  GRIFFIT 


tl  “ ■ ,% 


1 


APPENDIX  B. 

licsuUs  oj  ike  of  Small  Anthracite  Coala  on  Loeonwlivca. 


Diri^n*  oe  vbicb  muB  tatbradU  b toed  ts  fuel  os  > 

loeoooUtee ■ • f 

Samce  of  panics  fi^los  infomstlon  se  to  I 



As  to  

NuBber  of  losomoiiTts  banlsg  Urs«uibndt«  . . . . 

<TT.tii  asthrsclio  

BUuBisoos  

ass 


Type  of  loooBOtiee 
Irtsineter  of  boiler . 
Type  of  prate  . . . 
Size  of  prate 


(L.  B.  PaxMO,  Soperlotesdeot  MoUre  Pov«  aodl 

BoUlog  Equipoeot | 

f IL  C Luther,  General  SoperlDteodent  P.  aailB.C.) 

1 and  I.  Co. .) 

»S2 

J5l 

f About  S or  ao  00  Mme  late) j*^olndKev  K^Iand) 

\ roodi J 

( 3 wborbas  paaeorer 

{ 251  beleht  aod  coal 

1 72  iblftlDg 

t Wootes  Ar»-box  ceofoUdatloo  for  trelglil  aodcoal. 

I ..  • ’ d ^«brel,  for 

abee],  couplet 

I-^  CoawUdatioD.  Staodard  patseapr. 

CO  Id.  67}^  la. 

I WaUr*bem,vl(b  cad-lrao  (elotted)  piate-bart  Inter- 


Width  of  air  open  Inc  ia  graic-hics 
Somber  aod  etze  of  fluee  ... 

Beatioc  eurboe 

Sine  aaj  typo  of  exfi.tpet  aonle  . . . 
Special  cooitnietioo  of  fii^bos  . . . 


iX- 

ssc.:ie.sts  n.«ta 
IM«  sq.ft. 
Cla.,  uagte 


&S»q.  ft 
Ala. 

ttC.  l>4lo.z»a.lA  lo. 


(Beucr  rtsulia  ibao  vitb  any  other  fuel  for  feat) 
I I traloa / 


flMdeamapsofsodotss Large  eoetof  fuel 

AdTMtageoof  bonjiocimalJaotbradtecooloD  loeo-J  Sarlof  of  70  per  tent.  In  fuel  bill 

(CaDDOt  gel  Btiafeeiory  rcsulla  eltb  It  on  •imple'] 
Ihasdrantaraofeodoisg enginee  baolingtralne  of  exceedingly  high  ipeed.  r 

( Sharp  blast  tana  np  tbe  Ate J 


Adraotages  of  bumiag  tttnmlnoQjeoalcai  UiCooodres.  ..... 

ttbodrantagts  of  eo  doing 

tgsantliy  of  fael  cvnismed  in  doing  a eeztaio  asoont  1 

cf  work  with  large  antbiaclu J 

Sfaiall  anthracite 2»  per  eenL  more  than  eltb  large  aotbracU*  . 


HowdoloeoBoUrtst'OTOlngi^lMthradlecotoparel  . r^l  (ooally  good  rtsolu  except  on  fait  rune  .... 

BttkDlsuoa  

l>Mtiosltlon*f  wonanT  In  Balter  of  Uilldlog  new  lo-l  , f President  has  ordered  that  aU  IteoBoUr*  WUt' 
rmt1l*TT.  f * — *~«>iee  iur  boTBlog  targe  orB>aU>  < shall  bare  Arc-boxes  for  burning  sBall  antbra- 
antbradta  oe  UtoBlnoBc coal  ) { 


Beater  Meadow,  Mahaniy.  and  Wyoming 

A.  Mlteoell,  Superinlcndent  Motlte  Power  and  Boll-1 

utg  Equipment I 

W.  JL  Laihtop,  General  Superintendent  L.  V.Coal  Co. 


A8  coal  . . . 
94  freight . . 
C paseenger  . 


ConsoUdeGoo  and  10-wbccl 

CODSoIldatlon,  59  In.;  ICbwbeel,  66  In 

rWaur  bars,  with  cisi-lroQ  (slotted)  grste-bare  Inter- 

I tenlog;  tome  ruclcer-ban  (.shaking  grates)  . . , 

63  sq.  ft. 

Sft,..- 

.4bNt  1900  eq.  ft. 

Variona ; tingle  and  doable 

Ko  oembuitloa  chamber 

ExtenaloD  tBoke-box,  Oat  screen  and  diaphragm  . 


.2sii.  I 
«ln. 

256,2  Id.  a 12  ft.  6 In. 
1759  sq.  ft. 

5}4  In.,  single. 
Woollen. 


{Duration  of  fire  greater  than  rdtb  small  anib radio,' 
and  requlrta  lees  eUeollon;  alto  stand  sharper 
blast 

Xoito  easily  handled,  aod  more  cxpeuelTo  .... 


Bequirea  closer  attention  . 


Easier  handled  and  B 


ytone 

Sot  tested— no  trial 

f Under  tbe  tame  eondlUons  the  odds  are  in  Atror  ofl 

I small  coal . . J 

So  trial  made 


They  are  lo  (aror  of  small  coal  generally  . 


/ fleldWii  iseoosohse  irorti.  PAl/odrly^ 

I Additional  cost  of  boUdloglocomoUrtsfor  bmlog  I 
I antbnclU  eo^  as  eompsM  with  coal  of  buildiog| 
>e  email  aslhradie  cost  1 J loeamotlres  tor  burning  blinmioous  »aJ V 
ibraclle  or  bltomlnous?)  For  large  anthracite  ( Are-box  between  fraraot^TOC,  f 


About  the  same 


npadal  points  to  oboaireetloo  applying  pankularly)  Lsr^  -rau  turtoce  a 

to  loesmsUem  foe  burning  senalJ  aotbrarUe  . • - / 


hiss  of  caul  Bead  oo  IteocDoUTts  tor  taming  ssnall 


d Is  prcgnratloB  of  uu 

i,iin  [ ~* — “ — ' — 


Birdseye . 
b eoal  of  cublesl  or  1st  ftaetarsT 

“ bssry  «r  HcfatT 

• Am  sr  bard  tar*Jsg7 . . . 
Tn  wMt  estest  dare  easi  eilnkat* 
b dnU  of  euMmJ  or  Ant  frneUret 

> bBTyaeUebtr 

Where  b real  freae? 


Aaslyite  of  aaal  {sampb  Uk«s  at  n 
Aatasl  aUaof  aboee  eampto  .... 


Buckwheat ; 
ttCTaleisg  . 
Mcatlyeqaa 


rr  tried  anything  smaller . 


Larger  grate  surface  and  exhaust 
Pea  and  bucksibeat 


i;  acme  round  . . 


Berolrlng 
OtU  . . . 


Tbmgb  ^ In.  □.  A O Oter  A ta*  O.S'x- O . 


Wbita 
Hrary 
Hard  . 
Very  it 

rw  . 

Light 

* Phlledsipl 
ooIUsna 


fThroogb  9i  io.O.U  ln.x*f  lo.O.  Orer  t lo.O, 

1 I In.  X JjTlu.  O 

/Tbroogb  Ito.  □,  I In.  x ( Ip.  O Orertflu.Q, 
< lJ<ln,lHlD.xHI».CD 


B'yomlof, cubical;  LabJeb. cubical;  dehuylklll, lltl 
" cblaOy  dry;Lenlgb~  ' " ~ ‘ 


r i?lledelpbb  and  Bending  Coal  aod  Iroa  Ompany' 


“ mediant;  “ ba 

free 

Sol  a grrat  deal . . 

Flat 

Light 

Lehigh  Valley  Coal  Company  . . . 


So.  1 buckwheat. ) 


Ganaral  nimarte  . 


1 Carbon  

ilATge  So  I backwbaat,  with  aab  as  high  m 23  per 
cant I 

I Mr.  I'axeon  says  tbaimocb  tatur  ratalucaa  baob-1 
talesd  with  small  anibradie  on  roiopgaad  Ibao  I 
M simple  eoglisoe.  I.Arger  noexb  Is  used  ts  com- 1 
fiwaads  aod  they  are  reaaaqasntJy  MMvan  flra. 
TUoka  that  baekwbeat  coal  can  profaaUyWhumi , 

|«a  osBpMOd  loeomoUrea  hauling  bat  tribe ; or. 
M any  rata,  paa  seal.  At  lha  praaaat  Urns  they 
generally  bom  egg  coal  on  Utedr  bM  pimeogsr  I 
nod  CM  Craliht  traloa J 


Central  Railroad  of  Sew  Jsriuy. 


Delaware  aod  Dudsoo  Canal  Company. 


E.  II.  Lawall,  Geuerol  Superlnlondenl  U oud  W.  D.  Coal  Co. . 


, Muter  Mechanic  1 


67  I0.-61  In. 
ilcr-baia,  with  c 
62  sq.  ft. 


ileary  eoasoUdatlon. 
69  in. 

t-lron  (slotted)  graln-ba 

\X' 

yiM,2lo.  xlIfLlIx 
2006  sq.  ft. 

6 ln.,sloglA 
Wooltco. 

Sone. 


n IntcTTcnlng 

76sq.  feet. 

218,2  In.  X 10  ft.  to  In. 
1790  eq.  ft. 

In., single. 
Wootteu. 

SoncL 


^wbul  pxxKDger 


69  sq.  ft. 
%\a. 

339,  |3^  In.  X g ft 
14*4  sq.  ft. 
61u., single. 
WoolleD. 
Souo. 


Slexni  can  be  kept  up  to  required  preasare  with  less  labor  end  less  skillful  firing 


Large  coat  of  fuel 

Cheap  fuel 

Requires  conauot,  skillful  altenGou  . 
Cheaper  than  large  aulhraclle  . . . . 


Leakage  In  Aua  aud  flu^eU 
No  oIBclal  IcsIa 


Do  the  work  as  well  with  (.‘helper  fuel 

.Ml  freight  and  eoal  etigluts  tor  smail.aolbraclte  . 


Uarld  8.  lirown.  Master  Mi-cliaiilu  D.  I-.  and  W.  It.  1 
W.  II.  8ti>rrs,  Aaiislaiit  Uenerxl  Coal  Agent  D.  L.  a 


16  |>aMengor  . . . . 

2 switching 

77  cuol  and  freight  . 


Mogul.  I CoiiMlIdallno. 

54  10.  j 58  in. 

Waler-bnrs,  with  casl-iroo  (slotted)  grate-ban 

,X'  I ".(I"''' 

I , — -vfi  .5i, 


About  the  same  . 


Probably  greater  In  the  long 
LskTgvr  grate  surfaco  and  exhaust  noule 
Pea  or  buckwheat  of  good  quality  . , , 

lUToIrIng;  wire  mesh 

Square  .....  

Through  a lo. 

“ « In. 


No 

Had  and  wbiu 

lieary  and  light 

(ieoerally  free  

To  Kome  extent 

Flat  

Heary 

talilgb  and  Wllkeeliirre  Coal  C 


bllmalc  about  10  per  cent.  . 


llrirXIn.  □. 
«lD.O. 


BUr,  (ica,  aod  about  20  ] 


ir  cont.  buck  wheat.  Arorago  size  |>ra  ooil,  with  ash,  ll.t  per  cr 

m rVeiielaln  eoinpouricl  Woottoii  flre>)>os'.  was  In  reizu 

b,  IUlh,2llh.  2Alli,  ‘/aili.ai 


I'awciiger  engina  No.  729  ( 

pasaenavr  train  serrIc'O  Marcu  j f m,  .ch,  ivui,  .sjui,  ^jui,  rnui.  •.•n*.  (r,..,  ((jiiiMiia  ..v- 
tweeii  Kraiiluii  and  I’lillllialnirg  on  L.  A 8.  Dlrlalun  II  wa*  luecraafully  dcmuiitlralnl 
that  lair  quality  ]«a  and  linekwfaMl  coel  can  be  huronl  In  Wooltsn  Ore-taxes ' 


MIW~  ,-r  ...  ..JI.I 


Intervening 

Tin"- 

210-320.21ii.xl0n.101O. 
lUSOsq  ft. 

'i\i  ln-,S’4ln.,aml  ^alu  .double. 
4nlBlowl(Jv.  ) 

It  Woollen.  / 

None. 

Fire  light;  by  eo  doing  the  Arc  la  kept  cleaner  . 

There  ace  no  edranlocea  In  burning  large  coal  on  our  road.  Tho  fine 
ihrnclte  engines  will  do  bvtierwurlc  .... 


228-2M.'i  In.  X 12  ft. 
1314  sq.ft.  IU>8  sq.ft. 

S).  In.,  (fouble.  3)1  ln.-f^2  In.,  double. 
4a  plain  wide.  i 31  nfalo  wide. 

3 Woollen.  I SWoutleo. 


B-»beeI  passenger. 


rcotuylraiiie 

C.  E.  Hetirre.  Master  Mechanic  D.  aod  U,  C.  Co- 

William  Bowers,  Su|>«rluteadeDt  Coal  Dept.  O.d  II.  C.  Co. 

19  freight  and  coal 


iDing  fast  . 
intage  whatever 


Use  DO  biiuintnous  coal,  except  on  BulTalo  Dlrlxioo 


8xnie  iimuunt  us  largo  anlhraclte.  No  lest  . . . . 
Ucller  lhan  large  auibrscilo  on  any  class  of  work  . 


Small  aolhracllc 


]{' 


No  dHTcrenee  . 
targe 


exhaust  noixle  . 

.relghl 

t get  aaUsfsciury  mulls 


1‘ea  on  pnuengnr. 

■ciiger  engines  . 

(Wire  meth^lquBro  |iertoraltons 
U«volrlng.<  Cast  Iren— Sipiare  |>erfoiAllont  . . 

( I’uncbed  plate^Round  |ie>foratlou 
Mostly  square 


Tlirough  ^4  In.  □;  {]  In.  O. 
“ In.D;  A‘n- O. 


Over  li  In.  [ 

■■  Kio.Q 


with  buckwheat 


Aln.O  . 
Ai»-0  . 


Lillie  

inal 

Light  

Iirlaware,  tackawans  aod  Wesleru  eollleriM 


Carbon 94.69 

Mixture  of  |M-a  and  tack  whi«I,  with  ash,  A2S  |>«cenl. . 
targo  No.  I hiivkwhrai,  wlili  asli,  12.7  |i«r  cent 


62  In 

Water-bars,  with  cast-iroa  (slotted)  grile-banlDierTenlDg 

OSsq  ft 

i^.21ii.  x'll’fi. 

1074  sq-  ft. 

SJ-^-ln.,  double 

16  Wooltco.  4 modified  wide 

None  


Erie  and  Wyontog  Valley  Hallniad.  (Fconsylranla  ObaI  Company.) 


Ntw  Turk,  OntarioaBd  Wmtera  BaOtty. 


Delaware,  Easquehaitna  and  SebuylkUl  BaJlroad. 


All 

D.  E.  Barton.  MiMcr Mechanic  &aud  TV,  T.  R.  B.  , . 
Georg*  B SmlU,8aperintendent  E.  and  W.  V,  R.  & . 


1 CoQfolidatl4A  ' 2SMoguls.  | g, 8-«baeI pamenger. 
60  in.  « In.  5*  In. 

Watcrbirs.withmN- iron  (elotted)  grete-ban  Interraolng 


Gaoege  W.  Wm.  fiapcrlntesdeai  Motlvi  P 
Dickson  A Eddy,  Geocnl  Salas  Agents  . . 


A.  J.  Belts,  MM«r  Mechanic. 
EekJay  B.  Oaxa.  Qrxa  Brea.  A On. 


Greai  cost  of  fuel 

Cheap  foci.  Belter  results  lino  with  large  anthreclle.') 
Larger  grate  eurface  allows  larger  exhaust  noxzlex,  > 
and  ibeie  to,  consequeoGy,  leas  back  praeure  . ■ ■ .} 


Same  as  large  antbncito;  dlftereuce.  If  any, 
soioJl  anibrnclie.  No  lest 


■ ny.  Id  favor  of| 


Gel  equally  good  raultj  In  train  service 

Large  anthracite.  Have  bad  coosldereble  trouble  with 
ernwn-eherU  on  wide  fire-box  loeomolirra,  due  lo 
fiiully  coDVIriietloii,  Orown-sbret  loo  “ OeL"  On  ibis 
account  tendency  of  road  is,  for  tbe  preseol,  at  le 
towanlf  loeoffletlvcs  for  burning  large  aslhradie 


9-1  ei|  ft. 
AID. 


9>alo.,  douUi, 
Wootten. 
None. 


69)%  eq.  ft. 

A Ih- 

199.2  in.  X 9 ft.  3 In. 
8t(  in.,  double. 


At  sq.ft. 

Alo. 

»4l.  i34ln.x»ft.8t;in. 
1)^  in.,  doable. 
Wootica. 

Nona 


Coasolldatloa. 


’“X"- 

330,2lo.  all  ft. 

1653  so.  ft. 
St^  in.,  double. 


MsfM 

MM. 


Wide  At*  box  eonselMatIn'  Wide  fit»-box  mofol. 


\M. 

lM.2M.ilt  r 


{Great  coat  of  AieiL  Chnsoi  get  Irv-box  afi^Met 
bsAreew  «Vicat/s  to  supply  stoam  to  UrgaryMer 
betog  pal  00  lociMBotlm  . 


«3aq.ft. 

S'*- 

in,  fit,  in.  X ts  ft.  7)14  In. 


light  and  (reqaauly. 
NOM. 

High  oust  of  fssL 
Low  coat  of  fieat. 


"si."- 

213,fito.xllft.  I la. 

PMble.sin. 

No  coiBboetiM  ehambar. 
Noocl 


* (Neoe.  The  3 btiiimiBOue-tamlag  leeomatlvae  ware 
Cbeapwrthaolargvaathradts | ta^^ee««d-hsad.  wbea  the  road  wee  eary  short 


Small  anthnsclM  . 


( to  eisa  partly  due  (oalaty  coiidlilMMiMiBrool.) 

Mtt^  cheaper  fbr  ftsel | Do  the  week  as  wall  w 

Cheoper  forth  el - ' * 

Smalt  anthrwelte  tor  all  traffic ' Small  anthredta. 


No  About  IS« 


fOo  aeeounl  of  trouble  they  bare  bad  with  crown  sheets') 

I on  Ibeir  wide  flfb-box  eiigins,  such  eoglma  are  eon- 1 
I vlderably  more  expenslre  for  repairs  than  uarroir| 

[ Ariktax  engines ) , . . , 

targer  grate  surface  and  exbensi  nosxle Larger  grate  larfM*  •®d  exbawl  auaale 

' f Kurkwheei  afl  Mrd's-eye  mixed-  ooe  ]<oxt  of  buckwheat  to  twol 


No  dH^twe 

Larger  gnu  eurlkc*  aad  e xbamt  aoasM  ■ 


l*aa  or  buckwheat 


U traffic.  Use 


SliaXers 

Bound  and  square  . 
Tbreugb  to.  Q. 


t 

Itoeolviag  jwitogWi 

Reund 


. , ^ . fThfoo4h«ala.aima.o.  One  l|U.  a 

H In-  O;  S l»-  to.  o ?) 

. . ..  fTbreugb  S It  9 <^r\,lo.n{ 

OverA>D.O--  Tlirougb  A^d-D-  OearSI“-0 | A'S^-O^ 


Rerolvlag  wire  meeb  (principally)  aad  peeehwi  platee  . 
Sqoare.  reond.  a»4  eeal 

ThKKi4h*atB.ai  )4la.o.  Or«r  l|(a.  i 

to.  O 
Tbreugb  V 


Larger  grate  sarM 
l*aa  aad  taekohai 

GyroUof  (Oaxa). 
Baand  pamhad. 
TWa^^th-Ow 
• A»»-0 


laeae  A»^0 
- SlmOf***^ 


Through  A In.  O. 
Generally  cubical . 

I'.'; 


nal 

Light 

Delaware  aod  Iludsun  Canal  OompaDfi 

IVa  amt  tarkwheal' 

Mnislure 1.00 

Volatllecombuetible  mailer  . . . . 6.T9 

Ash  . 

OerboD 9>AS 

((.Teen  No.  I hurkwheal,  ronialnlng  cunslJeraMe  |•^al 

coal,  with  wb,A7  i<er  cent / 

Tried  blnl'veya  coal  nn  their  Uwmotlvre  tor  ataul  ' 
three  muuibi.  Ai  long  as  c«tl  was  nf  good  ■|(jalUx  j 
they  got  sailiraciory  resulia  I'ulUerlea  got  "puOinl"  • 
tor  Ill's  site  uf  coal;  too  much  One  slulT  was  the  mull, 
and  Iber  rould  not  keep  up  steam  with  It  oo  Ihtir 
loooiuollTM 


Tbtoegh  S*»-  O.  Orer  A *•-  O . 

Geosnlly  gibtea] 

Dry 

While"  

Medium 

Fair  U ftae 

UiGe 



Ught  ...  

I'eaniylvseU  Coal  Company 


GeoeroUy  net"  (figged  at  one  eolHaryl . . 



lieaeealiy  ftae - 

Gsoarally  light 

lAghi  

Uvaetally  Aat 

GoMeally  light 

Sea  k oik.  OatarU  aad  Wastera  Oeal  Dope  , 


Hard  barolog. 

Netmaeh. 

Gewantly  fabUal.  wHA  as 


IS  bmekwhsial.wUh  Mb.  U.a  pee 


i 

I louta^" : rauuMj; 

il  iheesbm»e*9Jghe*ttaat»paeia«. 


- Not 
bwkwhsol. 
> Lkal 
tjnt 

lAWUttaa 

M.MwnT* 

.whseaOA 


I6BX  I 
Mar.  17, 19.  A 19 
Mar.34A3fi  . . , 
Mar. » A 29  . . i 


I 


APPENDIX  C-1. 

Devices  for  Utilizing  or  Burning  Culm. 
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APPENDIX  C-2. 

List  of  Patents  relating  to  Artificial  Fuels.  Mechanical  Mixtures,  formed  into  Briquettes, 

containing  Coal  Waste. 
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APPENDIX  E-8. 

References  to  Traveling  Chain  Grates. 
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APPENDIX  E-9. 

References  to  Circular  Grates— Horizontal,  Outward  and  Inward,  including  Underfeeding. 
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APPENDIX  E-10. 

References  to  Rotary  Grates  and  Grate-Rars. 
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